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UK FAILING TO EXPLOIT ITS 
TECHNICAL KNOW-HOW 
n his inaugural address, Professor Peter 

Lawrenson, FRS, the 1993 president of 
the Institution of Electrical Engineers (IEE), 
Europe's largest professional engineering so- 
ciety, said that although it has long regarded 
itself as a nation of inventors, the UK is sig- 
nificantly failing to exploit its own technical 
know-how and expertise. It is also failing to 
recognize the importance of buying in the best 
know-how technology from elsewhere, and 
as a result is lagging behind its overseas 
competitors, 

World trade in technical know-how, or dis- 
embodied technology, now amounts to $34 
billion a year—more than the total of all in- 
ternational passenger fares—and is set to 
increase. However, Professor Lawrenson 
warned, this trade Is increasingly being ex- 
ploited by the USA, Japan and Germany. 

“Although the UK”, he said, “has always 
given rather ‘mystical’ prestige to inven- 
tions and patents, it has failed to award sim- 
ilar prestige to innovative success following 
from patents and the exploitation of knowl- 
edge through design rights, copyrights, trade- 
marks and licensing”. 

“For too long we have suffered from a 
belief that cleverness in technology, and par- 
ticularly science, is the key to success. Rather 
it is the exploitation of technical know-how 
and innovation that leads to the creation of 
benefit and wealth”. 

“The emphasis being placed internation- 
ally on knowledge and innovation, technol- 
ogy property and technology licensing has in- 
creased significantly within the past decade. 
Furthermore, there is a close correlation be- 
tween those countries with high and increasing 
patent activity and those achieving indus- 
trial success. Against this background, the 
performance of the UK is disappointing, at 
the very least”. 

“The percentage of patents granted in the 
USA to UK inventors shows a steady de- 
cline whereas those of our main compcti- 
tors, Germany and Japan, show a significant 
increase, reflecting the importance being at- 
tached in those countries to new technical 
knowledge”. 

“Some companies (in the UK) do have a 
positive attitude to patenting and to know- 
how transactions, including buying-in from 
outside, and are aware of the need to stay 
continuously abreast of worldwide best prac- 
tice. Unfortunately, however, far too many 
companies seem to have no policy whatever 
in relation tot patenting or licensing strategy”. 

Professor Lawrenson ended his address 
with a call for a change in UK attitudes and 
for a new framework for positive action. 

“There is a clear need for the implemen- 
tation of vigorous policies to encourage the 
exploitation of know-how and technology, 
both by purchase and sale, to ensure that our 
manufactured products are truly of world- 
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class design and quality and that every pos- 
sible compensation is made for high labour 
and production costs and for restricted R&D 
budgets”. 

The Institution of Electrical Engineers, 
Savoy Place, London WC2R OBL. 


THE 16th EDITION BY 
OPEN LEARNING 

he Open College, in collaboration with 

the IEEIE has developed an open learn- 
ing course on the 16th Edition of the IEE 
Wiring Regulations. This course covers the 
scope and status of the Regulations and high- 
lights the main requirements. It is intended 
for specifiers, designers, installers. and all 
who need a good working knowledge of the 
Regulations. 

The open learning approach, which has 
proved so successful with the Institution’s 
Mathematics for Enginecrs and Technicians 
programme, will particularly appeal to those 
unable to take time away from their work, 
since its flexibility enables study to be car- 
ried out at a lime and place convenient to 
the learner. 

The Institution of Electronics and Electrical 
Incorporated Engineers, Savoy Hill House, 
Savoy Hill, London WC2R OBS. 


LOW COST DATA LOGGER 

PP: Technology have added the ADC-16 

to their range of PC-based data acquisi- 
tion products. This is a high resolution data 
logger that plugs directly into the serial port, 
requiring no external power. It provides eight 
channels of analog input at 16-bit (plus sign) 
resolution. 


Unlike plug-in cards, it uses no expan- 
sion slots, which makes it easy to install and 
ideal for use with portable PCs. The use of a 
serial connection cable means the unit can 
be positioned near the experiment to mini- 
mize noise pick up. 

It is supplied with PicoLog data logging 
sofiware that allows full use of the ADC- 
16’s features: you can select the resolution for 
each channel from cight to 16 bits and either 
single-ended or differential inputs. Each 
recorded sample can be the maximum, min- 
imum oraverage of anumber of readings, col- 
lected over a period of a few milliseconds to 
a day. The software also includes a compre- 


hensive range of graphical and text report- 
ing tools. 
The ADC-16 costs £99 (plus VAT) which 
includes software drivers and a manual. 
Pico Technology Ltd, 149-151 St Neots 
Road, Hardwick, Cambs. CB3 7QJ. 


EMBEDDED CONTROLLER 
BULLETIN BOARD 

uN electronic Bulletin Board Information 

service has recently been opened by 
Hitex (UK), claimed to be Europe's fore- 
most manufacturer of in-circuit emulation 
equipment. The board contains up-to-date in- 
formation on microcontrollers and develop- 
ment tools and is a valuable source of infor- 
mation for embedded system programmers. 

The board is host to a wide range of con- 
ferences covering most of today’ most pop- 
ular microcontrollers and programming lan- 
guages, and is also home to the CS1 and 
C166 user groups for the popular 8051 and 
Siemens SAB80C 166, 

In addition, there is a wide range of real 
applications and demonstration software avail- 
able tor downloading free of charge, along 
with a comprehensive library of technical 
articles which can be read on-line or down- 
loaded for printing. 

The board is open from 8.00 am to 9,30 
pm Monday to Saturday. membership is free 
and there is no charge for time spent on the 
system. Log onto the board by dialling (0203) 
690 026 and connecting at any standard baud 
rate up to 2400 with eight bits no parity one 
stop bit. 

Hitex (UK) Ltd, Sir William Lyons Road, 
Science Park, Coventry CV4 7EZ,. 


MAPLIN IN SOUTHERN AFRICA 

Me Electronics have established their 

services in southern Africa as part of a 
continual expansion programme, which has 
seen its UK retail outlets increase to 19, the 
opening of a custom-built, high-tech distri- 
bution warehouse and the award of the BS5750 
Certificate of Quality. The new set-up aims 
to provide both the hobbyist and the profes- 
sional the same fast, efficient, value-for- 
money service as has been provided in the UK 
for the past 18 years. 

Mr Roger Allen, Maplin’s Managing Director, 
explains the move: “There are some 9000 
British electronics magazines distributed 
cach month in southern Africa, but their 
readers face difficulties in sourcing suitable 
components and hardware to complete the 
projects that these magazines publish. Maplin 
(South Africa) aims to overcome these prob- 
lems and has distributed 10 000 southern 
African editions of the 1993 catalogue through- 
out South Africa, Namibia, Botswana, Lesotho 
and Swaziland”. 

The southern African edition of the Maplin 
catalogue includes a Rand price supplement 
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as well as details of how to order goods from 
the new service. 

Maplin (South Africa) Ltd will be headed 
by Mr Hans Moeller, who has over 25 years 
experience in the electronics and radio com- 
munications field in southern Africa. The 
phone and fax number of the new office are 
24 511 603 and 24 512 507 respectively. 

Maplin Electronics PLC, P.O. Box 3, 
Rayleight SS6 8LR. 


POWERFUL AF MODULE FROM BK 
he new MOSFET amplifier module Type 
OMP/MF 1000 from B.K. Electronics 

has double the power of the Type OMP/MF450, 
which itsupersedes as the flagship of the OMP 
module range. 


Delivering 1000 watts r.m.s. into a 2 Q 
load, the OMP/MF1000 provides a no-com- 
promise price/power/performance ratio and, 
as with all of the OMP range, its advanced 
MOSFET circuitry achieves superb sonic clar- 
ity with enduring reliability. 

The OMP/MF1000 Is priced at £259-00, 
incl. VAT, plus £12.50 delivery and Is avail- 
able from 

B.K. Electronics, Units | & 5 Comet 
Way, Southend-on-Sea SS2 6TR. 


PAN-EUROPEAN ENGINEERS? 
working group, led by the 28 000 strong 
Institution of Electronics and Electrical 

Incorporated Engineers (IEEIE) to investi- 
gate the feasibility of establishing pan-European 
courses for Incorporaed Engineers in elec- 
tronic and electrical engineering, has made 
its final report to the European Community 
under the ERASMUS programme. 

Reflecting opinions from within the twelve 

member states of the EC and five of the 

EFTA countries, the report acknowledges 

the important work done in achieving mu- 

tual recognition of qualifications and pro- 
fessional titles by the EC with its Directive 
on the Professions. It also deals with: 

* the need for further investigation into the 
concept of a more practically oriented 
enginecr involving within a truly European 
education and training framework: 

* the features of European Incorporated 
Engineer courses in electronic and elec- 
trical engineering. with sections on entry 
to course, length of study, and a descrip- 
tion of the arcas of employment and ac- 
tivities of European Incorporated Engineers: 

* the importance of work being done to 


compare different countries’ engineering 
education systems, which have evolved 
naturally against different social, cultural 
and industrial backgrounds. 


The working group, chaired by Barry 
Dobson, Head of Engineering, Science & 
Technology at North Hertfordshire College. 
and Chairman of the [EEIE’s Academic 
Accreditation Committee, has not sought to 
define a new syllabus but primarily to iden- 
tify features from existing courses against 
which European Incorporated Engineer courses 
can be assessed. 

The IEEIE, Qualifications Dept, Savoy 
Hill House, Savoy Hill, London WC2R OBS. 


EUROPEAN STANDARDS ISSUES 
uropean standards are a vital factor in 
the development of the single market 

and these standards must reflect the mar- 

ket’s and users’ requirements. A conference, 

“Standards for Europe 1993 Onwards’, a 

joint initiative of CEN, CENELEC and ETSI, 

the three standardization bodies, was held in 

November in Brussels to provide an oppor- 

tunity foran open exchange of views between 

all interested parties — trade associations, pro- 
fessional bodies, consumer groups and large 
and small enterprises. 

An important aim of the conference was 
to provide a link between the market's re- 
quirements for harmonized products and 
services and the European standardization 
process. Other issues covered by the confer- 
ence include: 

* Technical and political issues facing European 
standardization 

* Harmonizing European requirements. 

* Avoiding technical barriers to pan-European 
and worldwide trade. 

¢ Conformance assessment of European 
products. 

* Ensuring a greater freedom of choice for 
the consumer in a competitive market of 
harmonized products and services, 

¢ Enabling customers/consumers to buy 
products and services of the right quality 
and price whatever their global origin. 


CEN (European Committee for Standardiza- 
tion) is the association of the national stan- 
dards bodies of }8 European countries (12 EC 
and 6 EFTA). Since 1992, CEN is also open 
to European organizations representing in- 
terested economic partners, 


CENELEC (European Committee for Electro- 
technical Standardization), owned by its mem- 
bers, is the vehicle whereby the lectrotech- 
nical community in Europe generates stan- 
dards and related agreements. [t consists of 
the National Electrotechnical Committees 
of 18 EC and EFTA countries that bring to- 
gether all the relevant interest at the national 
level and has recently widened its scope to 
take on board affiliates from eastern Europe. 


ETSI (The European Telecommunications 
Standards Institute) works as an open forum. 
Its task is to set uniform telecommunications 


standards for Europe that will be adopted by 
each individual country, thus linking na- 
tional networks and services and ensuring 
interoperability of equipment, [t draws on 
all interested partics: administrations, pub- 
lic network operators. manufacturers, users, 
service providers and research bodies. It is 
an independent, self-funding organization 
with a small permanent staff, but through- 
out Europe it has nearly 2000 technical ex- 
perts working om specific technical pro- 
jects. 


ETSI, JPG Secretariat, Route des Lucioles, 
06921 Sophia Antipolis Cedex, France. 


ILP AF AMPLIFIER MODULES 
FROM CIRKIT 
( Distribution is now stocking the 
complete range of ILP audio power am- 
plifier modules. These modules provide a ver- 
satile range of building blocks for constr- 
ructing high-quality audio amplifiers with the 
minimum of additional components. Applications 
range from low-power hi-fi-quality amplifiers 
to high-power stage amplifiers. 
The modules are manufactured in three 


types: bipolar, MOSFET and Class A. Each 
amplifier is encapsulated to an integral heatsink 
which, together withg internal protection, 
make these extremely rugged, both elec- 
ironically and mechanically. With power rat- 
ings from 15 to 180 watts r.m.s, the ampli- 
fiers produce very low THD: in the MOS- 
FET types less than 0.005%; the input sen- 
sitivity of these types is only 500 m¥ for 
full output. 

Cirkit Distribution Ltd, Park Lane, 
Broxbourne EN10 7NQ. 


NEW TY CHIPS 

he trend in television technology is to- 

ward fewer chips per set and hence a re- 
duction in costs. Siemens has developed a 
range of new ICs for this application field; TV 
designers who use them can also speed up 
development times, while further improving 
picture and sound quality. 

There are two 3-band mixer/oscillator/IF 
driver ICs for terrestrial hyperband tuning, 
ref. TUA 2009X and TUA 2019X. Another 
mixer/oscillator IC is the MTI 3000X, which 
can be used to produce an inexpensive 2-band 
hyperband tuner. 

The SDA 3352X is a 1.3 GHz PLL chip 
for automatic tuner alignment. 
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The TDA 6812-2 stereo decoder for TV 
sets offers a very high signal-to-noise ratio 
of over 85 dB. 

The TDA 6050 video/sound IF amplifier 
will put an end to the frequent missing of 
whole lines of videotext on current TV sets. 

The TDA 5940 and TDA 5950 video/sound 
IFcombined amplifiers process the sound and 
picture IF on a single chip. The TDA 5940 
is designed for PAL applications, while the 
TDA 5950 is designed for multi-standard 
equipment. 

Siemens Ltd, Siemens House, Windmill 
Road, Sunbury-on-Thames TW16 8HS, 
England 


POWERFUL DATA ACQUISITION ON 
A PERSONAL COMPUTER 
Cambridge Research Systems has developed 
a software package, named CAOS for use in 
conjunction with its range of processor-con- 
trolled data-acquisition cards. Compared 
with other programming aids for intelligent 
cards, its operation is not limited by inbuilt 

commands or functions. 

CAOS can be used with any of CRS’s 
range of IBM-PC compatible systems. Consisting 
of an extensive library of ‘C° and Pascal 
functions for the capture and processing of 
data, it eliminates the need to learn any other 
computer languages. 

With CAOS, data, organized in buffers, 


may be manipulated through the use of func- 
tions suchas filtering, computing fast-Fourier 
transforms (FFT) and calculating statistical 
information. Full support is provided for 
such high-level operations as direct screen 
input/output, and the transfer of data to and 
from the PC. 

The combination of CAOS programs and 
programmable data-acquisition cards pro- 
vides the user with the ability to create ap- 
plications that can be downloaded from the 
host computer and run autonomously, sim- 
ply transferring data back to the PC at con- 
venient intervals. By removing the need for 
the host computer to service the card in real 
time, the system is ideally suited for use 
with non-real-time operating systems like 
Unix and Microsoft Windows. 

Cambridge Research Systems Ltd, 80 
Riverside Estate, Sir Thomas Longley Road, 
Rochester ME2 4BH, England. 


NEW RADIO DIRECTION FINDERS 
Tony Chapman Electronics have launched the 
new Doppler Systems Inc. series of Radio 
Direction Finding Systems in the UK. The 
5000 series provides a wide frequency cov- 
erage from 100 MHz to 1000 MHz. 

The system consists of a processor and a 
control unit with bearings being displayed via 
a high-intensity LED ‘ring of lights’, as well 
as three-digit bearing information. Options 
include an RS232 serial interface anda speech 
synthesizer anda loudspeaker that enunciates 
the bearing every 2.1 seconds. 

A number of combinations are available 
for the antenna, which may be cither mast 
or magnet mounted, allowing fixed or mo- 
bile applications. The direction findersystem 
may be integrated with AM and FM scan- 
ners or fixed receiver. 

General specifications of the direction 
finder include quasi-Doppler 4-element an- 
tennas; commutation 300 Hz; frequency range 
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100-1000 MH; accuracy +5%. 

Tony Chapman Electronics Ltd, Electron 
House, Hemnall Street, Epping CM164LS, 
England. 


NEW FILTER MODULES FROM KEMO 
Intended for data-acquisition applications, 
where high performance has to be combined 
with high component density, the new 1600 
series of filter modules from Kemo offers sig- 
nificant benefits compared with IC filters. The 
new modules offer cut-off frequencies of up 
to 51 kHz and down to 2 Hz. 

Continuous time filter techniques mean 
that the modules suffer from none of the 
problems that limit the use of single-chip IC 
filters: there is no excessive variation of DC 
off-set with cut-off frequency, and no high- 
frequency clock breakthrough or input alias- 
ing. Noise and linearity are also far supe- 
rior, and allow the filters to be used with 
convertor systems of the highest performance. 

The 1600 series modules can be supplied 
with a wide range of filter types and response 
shapes, including low-pass tor high-perfor- 
mance alias protection, high-pass for the 
climination of low-frequency disturbances 
prior to conversion, and special-purpose re- 
sponses including band-pass and band-stop. 
Kemo Ltd, 9-12 Goodwood Parade, Elmers 
End, Beckenham BR3 3QZ, England. 
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PAL TEST PATTERN GENERATOR 
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A stable reference signal is essential whenever you want to 
adjust a television or a video monitor. Special integrated 
circuits have been developed that enable a PAL/NTSC colour 
test pattern generator to be built from a minimum of 
components. Unfortunately, these ICs are generally 
expensive as well as hard to obtain, and that is why we 
propose to do without one for a change. 


Design by W. Foede 


number of PAL test chart genera- 

tors were published in this maga- 
zine over the past few years. These 
circuits are generally based on inte- 
grated PAL encoder ICs to ensure that 
all synchronization signals are cor- 
rectly timed. The entire syne processor 
is thus contained inside a single IC, 
which affords good repeatabilily of a 
circuil for home construction. 

The test pattern generator described 
here is based on remarkably few com- 
ponents: two digital counters Type 
HC4040, a GAL (generic array logic) 
Type 20V8 and a handful of discrete 
components to furnish the central 
clock frequency. The GAL is the central 
part — here, it forms a kind of junction 
between a number of clock signals, 
which are combined into a usable 


video signal. The design concept of the 
test pattern generator is illustrated in 
the block diagram shown in Fig. 1. All 
synchronization signals are generated 
digitally, and derived from a single 
quartz crystal, which ensures accu- 
racy, stability and fixed phase rela- 
tionships (those of you who have ever 
tried to design a test pattern generator 
will confirm the importance of these 
features). The divide-by-two scaler in 
the lower left-hand corner of the dia- 
gram supplies the PAL chrominance 
(colour) subcarrier 
4.433 MHz. It is followed by an XOR 
gate which supplies a 90° phase- 
shifted copy of this signal. The section 
marked as ‘PAL switch’ determines 
whether the pulse shaper is fed with 
the O° signal or the 90° phase shifted 


frequency of 


BRIEF SPECIFICAT 


@ Quartz controlied for optin 
stability 

@ Four test patterns: 
- green (225°) 
- orange (134°) 


- green with 4 white bars 

- orange with 4 white bars 
Based on readily available 
components 

Simple to adjust 

Compact design using one 
GAL dee ooe a 
Digital RGB-csync outputs 


signal. The pulse shaper serves to 
combine the colour subcarrier with the 
horizontal and vertical synchroniza- 
tion signals. 

The output of the PAL test pattern 
generator supplies a standard CVBS 
(chrominance-video-blanking-syn- 
chronization, or ‘composite video’) sig- 
nal with a level of 1 V into 75 Q, which 
corresponds to the load impedance 
presented by most video recorder and 
TV video inputs. The second output of 
the generator supplies TTL-level R, G 
and B (red, green and blue) signals, 
along with the combined synchroniza- 
tion pulses. These separate output sig- 
nals are particularly useful for testing 
colour monitors. 


Colour generation 


Generaling the colours is the most 
critical process in the test pattern gen- 
erator. In a PAL (phase alternating 
line) encoded video signal, the chromi- 
nance (‘colour’) component, C, is con- 
veyed to the receiver with the aid of a 
subcarrier at 4.43361875 MHz. This 
carrier is amplilude-modulated by the 
colour saturation information, and 
phase-modulated by the colour infor- 
mation. These two functions rather 
complicate the design of a good test 
pattern generator. In particular, due 
care must be taken to ensure that the 
subcarrier frequency and the colour 
burst are sufficiently stable. 

In the PAL system, the colour burst 
is transmitted during the horizontal 
blanking period (A-H in Fig. 2). Itis po- 
sitioned in the so-called back porch 
period, and siarts 5.6 us after the 
falling edge of the line sync pulse. The 
burst itself consists of 12 periods of 
the chrominance subcarrier frequency. 
The phase shift of these periods alter- 
nates every other line between 135° 
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and 225°, which corresponds to a 
phase shift of 90° (Fig. 3). The phase 
switching operates at half the line fre- 
quency, or 7.8125 kHz. The burst con- 
tains two synchronization signals. The 
average phase shift of 180° serves to 
synchronize the 4.43 MHz oscillator in 
the TV set, while the phase changes 
synchronize the phase switch circuitry 
contained in the colour decoder. 

The line (or ‘horizontal’) frequency, 
fn, and the colour subearrier fre- 
quency, f., have a fixed relation: 


fi = 283.75 f;, + 25. 


Further details on this relation may be 
found in Ref, 1. In the present genera- 
tor. this relation is approximately cor- 
rect by using an offsct of 284. This 
means that the line frequency becomes 
the quartz frequency divided by two 
times 284. or 


fy = 8.86 MHz/568 = 15,611 Hz. 


It is necessary to use the factor of two 
because the crystal used supplies a 
frequency of two limes the desired 
colour subcarrier frequency 
(4.43 MHz). This clock frequency of 
8.86 MHz makes il much easier to gen- 
erate a phase shift of 90°. The divide- 
by-568 function is realized by a 
counter, IC3 (see the circuit diagram in 
Fig. 5.). The use of the factor 284 in- 
stead of 283.75 has an important ad- 
vantage during measurements. The 
fact that the line frequency is coupled 
to an even number of colour subearrier 
periods enables the ‘TV line’ trigger 
mode found on many oscilloscopes to 
be used when viewing the colour burst 
and related signals in a TV set. 
According lo the CCIR standard, a 
PAL television signal has 312.5 lines in 
every raster. Two rasters are interlaced 
to form one complete picture or frame. 
The half line (312.5) allows an easy 
transition lo be made from one raster 
to another. Interlacing is, however, not 
generally desirable on test patterns. 
and is therefore not implemented in 
the present circuil, which supplies an 
even number of lines per raster. Based 
on a line frequency of 15,611 Hz and 
312 lines per raster, we obiain a field 
frequency of 50.036 Hz. The deviation 
of 0.036 Hz from the standard 50 Hz 
has no practical significance. The 
colour signal changes phase 
(135°/225"°) in unison with the burst 
signal, at a rate equal to half the line 
frequency. [In general, the phase re- 
quired for the colour is processed dur- 
ing the 135° burst. In terms of the 
colour signal, this phase shift corre- 
sponds to ‘orange’. The PAL switch 
causes this signal to be changed from 
135° to 225° by ‘mirroring’ it against 
the 0-180° reference (x-axis). Thus, the 
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Fig. 1. This block diagram shows the sub-sections of the test pattern generator. Not all 
blocks are found back in the actual circuit as ICs or active components. This is because most 
functions indicated here are contained in a GAL (generic array logic) device. 


original 135° (180°-45") becomes 225° 
(180°+45°). In the receiver, the new 
signal phase must be processed in the 
reverse way to ensure that the original 
colour is restored. Without this phase 
reversal, orange and green would ap- 
pear alternately. The 90° phase rever- 
sal on every alternate line is the 
characteristic difference between the 
PAL and NTSC [National Television 
Standards Committee) TV sysiems. 
The advantage of PAL over NTSC is 
that the system is capable of counter- 
acling static phase changes, which 
would cause colour instability. NTSC 
does not allow for phase correction, 
and the acronym is ofien jocularly said 
to stand for ‘Never The Same Colour’. 
If we limit the number of colours 


PAL encoded test signals: 
(1). green (225°) or orange (135°): 


Quartz frequency: 
Colour subcarrier: 
Line frequency: 
Field frequency: 
Line sync pulse: 
Front porch: 

Line blanking: 
Start of burst: 
Burst length: 
Field sync pulse: 
Field blanking: 


TIMING SPECIFICATION 


(2). as (1), but with 4 white vertical bars. 


8.88672375 MHz 
4.43361875 MHz 
15,611 Hz (A = —14 Hz) 
50.036 Hz(A = +0.036 Hz) 
4.5 us (A = —0.2 118) 

2.7 us (A=41.2us) © 
14.4 us (A = +2.4 ps) 

5.4 us (A = +0.2 us) 

2.7 us (A = +0.45 us) 

0.5 ms (A = +0.35. ms) 

1.5 ms (A = 0.1 ms) 


Deviations (4) relative to-CCIR recommendation 470 and Report 624: 


supplied by the test pattern gencrator 
to two, orange (135°) and green (225°), 
all that is required are the two 90° 
phase shifted signals supplied by the 
previously mentioned 8.86-MHz cen- 
tral clock oscillator. This oscillator is 
quartz controlled. and has only one 
transistor. It is a standard design used 
in many colour TV receivers. Obtaining 
two 90° phase-shifted clock signals, 
and halving the central clock {re- 
quency is achieved with an XOR gate 
and a bistable, which are contained in 
the GAL. The timing of the signals at 
the input and output of the digital di- 
vider and the phase shift circuit is 
shown in Fig. 4. The operation of the 
XOR gate is illustrated further in the 
top right hand corner of the diagram. 


# RADIO AND TELEVISION 


+ hs YY K-———“q, 


ta 


S-HV S-H 


BURST 


LINE CONTENTS 


T-BURST | | | | 


FL/2 ORANGE | | 
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T-BURST (diff.) 


FL/2 GREEN | | 


Fig. 2. This timing diagram shows the relation between the most important signals in the circuit. 


The burst and the colour signal can 
have two combinations: either they 
have the same phase (orange), or they 


burstphase gp; 
line (n) 
135” 
4.43MHz 


225° 
burst phase 
line (n+1) 


270° 
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Fig. 3. The phase of the colour burst 
changes between 135° and 225° every alter- 
nate picture line. 


have a phase difference of 90° (green). 
The selection between these two 
colours is made with switch S1. 

The ‘vertical’ counter, IC2, is 
clocked with the line frequency, for 
which the burst pulse (T-burst\) is 
used. The QO output of [C3 supplies 
the FL/2 signal, i.e., half the line fre- 
quency. When T-burst\ is not in- 
verted, the phase is switched before 
the burst. which results in an orange 
picture. By conirast, when T-burst\ is 
differentiated by C2-R2, (Fig. 3, centre), 
the phase changes a little later, be- 
tween the burst and the colour signal 
(Fig. 2). The result is a green test pic- 
ture. 


Inside the GAL 


The ready-programmed GAL in the cir- 
cuil generates a number of digital sig- 
nals: the inverted burst pulse 
(T-burst\), the inverted composite syn- 


chronization signal (S-HV\) and the 
composite burst/colour signal (C). 
These three signals are added in a pas- 
sive matrix circuit R7-Rs-R9-D1, and 
subsequently buffered by emitter fol- 
lower T1. Resistors Ra and R4 enable 
the emitter follower to provide the re- 
quired source impedance (75 @) and 
signal level (1 V,,,). The burst is given 
the appropriate level and offset by a 
clipper, Re-D1. These two parts func- 
tion only when the T-burst signal is 
active. 

The fact that the 4.43 MHz signal is 
rectangular need not worry us too 
much. In general, the bandwidth of 
video amplifiers in video recorders and 
TV sets is limited to about 8 MHz, so 
that harmonics of the 4.43-MHz signal 
do not cause problems, 

The line and dot patterns in the test 
chart have the 4:3 format. There is, 
however, one flaw in the test pattern: 
the picture is shifted by 0.3 us. In 
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Fig. 4. A bistable (divide-by-two device) and 
an XOR gate supply two 90° phase shifted 
signals that are required for the picture gen- 
erator. 


practice, this means that the pattern is 
not exactly centred on the screen. 
However, this is not visible from a dis- 
tance, 

Finally, the signals S-HV, R, G and 
B (Fig. 6) are available with TTL levels 
on connector Ki. These signals also 
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PAL TEST PATTERN GENERATOR 44] 


take into account the blanking period, 
A-H. It should be noted that the sig- 
nals on Ki are suitable for driving 
high-impedance inputs only. Bulfers 
such as the HC4049 or the HC4050 
are required when low-impedance 
loads are to be connected — the GAL 
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itself it mot capable of supplying 
enough current to drive inputs with an 
impedance of 75 Q. 


Construction and test 


The track layout and component 
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Fig. 5. Circuit diagram of the test pattern generator. Most functions are performed by a single GAL Type 20V8, which is available ready-pro- 


grammed through our Readers Services. 
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mounting plan of the printed circuit 
board designed for the test pattern 
generator is shown in Fig. 7. Since the 
circuit operates at relatively high fre- 
quencies, construction on, for exam- 
ple, veroboard or stripboard is not 
recommended. To minimize cross-ef- 
fects between various sections of the 
circuit, the dividers (IC2 and ICs) and 
the GAL ([C1) have individual supply 
decoupling networks. The R-C net- 
works used prevent the ICs from af- 
fecting each other's operation via the 
power supply. 

When purchasing components for 
ihis project, make sure to use HC 
types, not HCT types, for IC2 and ICs. 
The DIP switch, S1, may be replaced 
with two miniature switches which are 
fitted on the case front panel. The 
wires beiween these switches and the 
board must be kept as short as possi- 
ble — not longer than a couple of cen- 
timetres! The same goes for the wires 
between the PCB and the output 
socket. 

The adjustment of the circuit is lim- 
ited to trimmer capacitor Cg in the 
quartz oscillator. This setting is not 
critical, and easily carried out with the 
aid of a properly working TV set. 
Connect the output of the generator to 
the CVBS (composite video) input pin 


re rem 
SAATLHGTLT <4 
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Fig. 6. Timing of the signals at the TTL out- 
put (R, G, B and the composite H/V syncs). 
These signals may be used to put a test pat- 
tern with white bars on a colour monitor. 


on the SCART plug. Adjust C9 until the 
colours are stable. The ‘lock-and-track'’ 
characteristic of the colour decoder in- 
side the TV makes the adjustment of 
C9 relatively broad. If you are fortu- 
nate enough to have access to a fre- 
quency meter, connect it to the H44 
signal (pin 22 of the GAL), and adjust 
Co for a reading of 4.43361857 MHz. 
The test pattern generator is nol 
crilical in regard of its power supply: 
all that is needed is a regulated 5-V 


Ol Al4 Ic ti 
Sa | a 


Pas JON 


Fig. 7. Track layout (mirror image) and component mounting plan of the printed circuit board 


designed for the test pattern generator. 


source capable of supplying an output 
current of about 60 mA. 

The coloured screens supplied by 
the generator are well suited to check- 
ing the operation of sub-circuits in the 
TV that have to do with the colour pro- 
cessing. In particular, we refer to the 
colour decoder, The white vertical bars 
supplied by the gencrator allow you to 
check the TV’s linearity, focussing and 
picture position, The bars are selected 
by the second switch contained in $1. 
The test pattern then produced is 
shown in the introductory photograph. 


Reference: 

1. ‘Chrominance-locked clock oscilla- 
tor’. Elektor Electronics July/August 
1988. 


For further reading: 

Colour Television (System Principles, 
Engineering Practice, Applied Technol- 
ogy). By Geoffry Hutson, Peler 
Shepherd and James Brice. McGraw- 
Hill, 1990, ISBN 0-07-084199-3. 


COMPONENTS LIST 


Resistors: 
10kQ 
1kQ 
1800 
4702 
100k22 
2KQ7 
1kQ8 
202 
3300 


—- fh | MOH AH =|] hw - = 


Capacitors: 

1 47pF 

1. 1nF ceramic 
1 100pF 

4 100nF 
{ 
1 
{ 
{ 
2 


22pF 

330pF 

30pF trimmer. 
10nF ceramic 
47nF ceramic C12;013 
iconductors: 

1N4148 

BCS550B 

GAL20V8-25 (order code 
ESS6211; see page 70)“ IC1 
74HC4040 IC2;1C3 


D1 
T1;T2 


Miscellaneous: 

1 8-way SIL pin header 

1 4-way DIP switch 

1 8.867238 MHz quartz crystal; 

1 Set of printed circuit board and 
(ready-programmed). Order 
code: 920129 (see page 70). 


* contained in set 920129 
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Please mention ELEKTOR ELECTRONICS when contacting advertisers 


POWER AMPLIFIER MODULES-TURNTABLES-DIMMERS- 
LOUDSPEAKERS-1S INCH STEREO RACK AMPLIFIERS 


OMP MOS-FET POWER AMP ERS 
HIGH POWER, TWO CHANNEL 19 INCH RACK 


THOUSANDS PURCHASED 
BY PROFESSIONAL USERS 


THE RENOWNED MXF SERIES OF POWER AMPLIFIERS 
FOUR MODELS:- MXF200 (100W + 100W) MXF400 (200W + 200W) 


MXF600 (300W | 300W) MXF900 (450W - 450W) 

ALL POWER RATINGS R.M.S. INTO 4 OHMS, BOTH CHANNELS DRIVEN 
FEATURES: * Independent power supplies with two toroidal transformers * Twin L-E.D. Vu meters ® 
Level controls * Illuminated on/off switch * XLR connectors * Standard 775mV inputs * Open and short circuit 
proof * Latest Mos-Fets for stress free power delivery into virtually any load * High slew rate * Very low 
distortion * Aluminium cases * MXF600 & MXF900 fan cooled with 0.C. loudspeaker and thermal protection 


USED THE WORLD OVER IN CLUBS, PUBS, CINEMAS, DISCOS ETC. 
SIZES:- MXF200 W19"xH3*2" (2U)xD11" 
MXF400 W19°xH5"%« (3U)xD12" 
MXF600 W19°xH5"«° (9U)xD13" 
MXF900 W19°%H5"4" (@U)xD14%." 
PRICES:-MXF200 £175.00 MXF400 €233.85 
MXF600 £329.00 MXF900 £449.15 
SPECIALIST CARRIER DEL. £12.50 EACH 


OMP VARISPEED TURNTABLE CHASSI 


* Manual arm * Steel chassis * Electronic speed 
control 33 & 45 R.P.M. * Vari pitch control * High 
torque servo driven OC molor * Transit screws * 
12° die cast platter * Neon strobe * Calibrated 
balance weight * Removable head shell * ‘2" 
cartridge fixings * Cue leverx 220/240V 50/60Hz 
* 390x305mm * Supplied wilh mounting cut-oul 
template. 
PRICE £61.30 | £3.70 P&P 


i STANTON | AL500m«u GOLDRING G950 


OP P&P PRICE £7.15 - 50P P&P 
STEREO DISCO MIXER DJ6500 


* WITH ECHO *« 

STEREO DISCO MIXER with 2 « 7 band 
L & R graphic equalisers with bar graph 
LED Vu meters. MANY OUTSTANDING 
FEATURES:- including Echo with repeat & 
speed control, DJ Mic with tone control 
& talk-over switch, 7 Channels with 
individual faders plus cross fade, Cue 
Headphone Monitor. Useful combination of 
the following inputs:- 3 turntables (mag), 3 
mics, 5 Line for CD, Tape, Video etc, 


Price £134.99 - £5.00 P&P SIZE; 482 x 240 x 120mm 


PIEZO ELECTRIC TWEETERS - MOTOROLA 


Join the Piezo revotution! The low dynamic mass (no voice coil} of a Piezo tweeter produces an improved 
transient response with a lower distortion level than ordinary dynamic tweeters. As a crossover is not required 
these units can be added to existing speaker systems of up to 100 watts (more if two are putin series. FREE 
EXPLANATORY LEAFLETS ARE SUPPLIED WITH EACH TWEETER. 
> TYPE ‘A’ (KSN1036A) 3° round with protective wire mesh. Ideal for 
8) bookshell and medium sized Hi-Fi apeakers. Price £4.90 - 50p P&P. 
TYPE '‘B’ (KSN1005A) 31," super horn for general purpose speakers. 
disco and P.A. systems elc, Price £5.99 | 50p P&P. 
TYPE ‘C’ (KSN1016A) 2°x5° wide dispersion horn for quality Hi-Fi sys- 
lems and quality discos elc. Price £6.99 | 50p P&P. 
TYPE 'D’ (KSN1025A) 2°x6" wide dispersion horn. Upper frequency 
response retained extending down to mid-range (2KHz). Suitable for high 
quality Hi-Fi systems and quality discos. Price £9.99 | 50p P&P. 
TYPE 'E’ (KSN1038A) 33° horn tweeter with attractive silver finish trim. 
Suitable lor Hi-Fi monitor systems etc, Price £5.99 » 50p P&P. 
LEVEL CONTROL Combines. on a recessed mounting plate. level control 
and cabinet input jack socket. 85x85mm. Price £4.10 - SOp P&P, 


UDSPEAKER 


THE VERY BEST IN QUALITY AND VALUE 


Made especially to suit today Ss need for compactness with high output 
sound levels. finished in hard wearing black vynide with protective 
comers, grille and carrying handle. Each unit incorporates a 12° driver 
plus high frequency horn lor a full frequency range of 45Hz-20KHz. 
Both models are 8 Ohm impedance. Size: H20" x W15" x D12”. 


CHOICE OF TWO MODELS 
POWER RATINGS QUOTED IN WATTS AMS FOR EACH CABINET 


OMP 12-100WATTS (100dB) PRICE £163.50 PER PAIR 
OMP 12-200WATTS (200dB) PRICE £214.55 PER PAIR 


SPECIALIST CARRIER DEL, £12.50 PER PAIR 
ial THREE SUPERB HIGH POWER 

N-CAR STEREO BOOSTER AMP CAR STEREO BOOSTER AMPLIFIERS 
150 WATTS (75 75) Stereo, 150W 
Bridged Mono 
250 WATTS (125 
Bridged Mono 
400 WATTS (200 
Bridged Mono 
ALL POWERS INTO 4 OHMS 
Features: 
* Stereo, bridgable mono * Choice of 
high & low level inputs * L & RA level 
contrals * Remote on-olf * Speaker & 


125) Stereo, 250W 


200) Stereo, 400W 


PRICES: 150WC49.99 250W £99.99 


400W £109.95 P&P £2.00 EACH 


| POSTAL CHARGES PER OADER £1.00 MINIMUM. OFFICIAL 

ORDERS FROM SCHOOLS, COLLEGES, GOVT. BODIES, PLCs ETC. 

PRICES INCLUSIVE OF V.A.T. SALES COUNTER. VIGA AND 
ACCESS ACCEPTED BY POST, PHONE OR FAX. 
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OMP MOS-FET POWER AMPLIFIER MODULE SUPPLIED READY BUILT AND TESTED. 


These modules now enjoy a world-wide reputation for quality. reliability and performance al a realistic price Four 
modets are available to suit the needs of the professional and hobby market i.¢. Industry, Leisure, Instrumental and HI-F« 
etc When comparing prices, NOTE that all models include toroidal power supply. integral heal sink. glass libre P_C 6. and 
drive circuits fo power a compatible Vu meter. All models are open and short circuit proot 


THOUSANDS OF MODULES PURCHASED BY PROFESSIONAL USERS 


OMP/MF 100 Mos-Fet Outpul power 110 watts 
RMS. into 4 ohms, frequency response 1Hz - 100KHz 
-3dB, Damping Factor 300, Slew Rate 45V/uS. 
T.H.D. lypical 0.002%. Inpul Sensitivity 500mV, S.N.R. 
-110 dB. Size 300 x 123 x 60mm. 
PRICE £40.85 | £3.50 P&P 


OMP/MF 200 Mos-Fet Outpui power 200 watts 
R.M.S. into 4 ohms, frequency response 1Hz - 100KHz 
-3dB, Damping Factor 300. Slew Rate 50V/uS, 
T.H.D. typical 0,001%, Input Sensitivity 500mV, S.N.R. 
-110 dB. Size 300 x 155 x 100mm. 

PRICE £64.35 | £4.00 P&P 


OMP/MF 300 Mos-Fet Output power 300 watts 
R.M.S. into 4 ohms, frequency response 1Hz - 100KHz 
-3dB. Damping Factor 300, Slew Rate 60V/uS, 
T.H.D, typical 0.001%, Input Sensitivity S00mV, S.N.R- 
-110 dB. Size 330 x 175 x 100mm. 

PRICE £81.75 - £5.00 P&P 


OMP/MF 450 Mos-Fet Oulput power 450 watts 
R.M.S. inte 4 ohms, frequency response 1Hz - 100KHz 
-3dB,. Damping Factor 300, Slew Rate 75V/uS, 
T.H.D. typical 0.001%, input Sensitivity 500mV, S.N.R. 
-110 dB. Fan Cooled. D.C, Loudspeaker Protection. 2 
Second Anti-Thump Delay. Size 385 x 210 x 105mm. 
PRICE £132.85  £5,00 P&P 

NOTE; MOS-FET MODULES ARE AVAILABLE IN TWO VERSIONS: 
STANDARD - INPUT SENS 500mV, BAND WIDTH 100KHz. 


PEC (PROFESSIONAL EQUIPMENT COMPATIBLE) - INPUT SENS 
775mV, BAND WIDTH 5OKHz. ORDER STANDARD OR PEC. 


Vu METER Compalible with our four amplifiers detailed above. A very accurate 
visual display employing 11 L.€.D.s (7 green, 4 red) plus an additional on/olf 
indicator. Sophisticated logic control for very last rise and decay times, Tough 
moulded plastic case. wilh acrylic linted front, Size 84 x 27 x 45mm. 

PRICE £8.70 + 50p P&P 


LARGE SELECTION OF SPECIALIST LOUDSPEAKERS 
AVAILABLE, INCLUDING CABINET FITTINGS, SPEAKER 
GRILLES, CROSS-OVERS AND HIGH POWER, HIGH 
FREQUENCY BULLETS AND HORNS, LARGE (A4) S.A.E. 
{50p STAMPED) FOR COMPLETE LIST. 


P- From McKenzie Professional Series 
S - From McKenzie Studio Series 


IMcKENZ INSTRUMENTS, P.A., DISCO, ETC 


ALL McKENZIE UNITS 8 OHMS IMPEDANCE 

8" 100 WATT P C8-100GP GEN. PURPOSE, LEAD GUITAR, EXCELLENT MID, DISCO 
RES. FREQ. B0Hz, FREQ. RESP. TO 7KHz, SENS 9648. PRICE £31.45 
10° 100WATT S$ C10-100GP GUITAR, VOICE, KEYBOARD, DISCO, EXCELLENT MIO 
RES. FREQ, 72Hz, FREQ. RESP. TO 6KHz, SENS97cB. PRICE £38.89 - 
10° 200WATT S C10-200GP GUITAR, KEYBD, DISCO, EXCELLENT HIGH POWER MID. 
RES. FREQ. 69Hz, FREQ. RESP. TO 5KHz, SENS 97dB. PRICE £53.21 - 
12° 100WATT P C12-100GP HIGH POWER GEN. PURPOSE. LEAD GUITAR. DISCO 

RES. FREQ. 49Hz, FREQ. RESP. TO 7KHz, SENS 98dB PRICE £40.35 | £3.50 PAP 
12 100WATT P C12-100TC (TWIN CONE) HIGH POWER, WIDE RESPONSE. P.A,. VOICE. DISCO. 
RES, FREO 45Hz, FREQ. RESP. TO 12KHz, SENS 97dB. PRICE £41.39  €3.50 P&P 
12° 2OOWATT $ C12-200B HIGH POWER BASS. KEYBOARDS. DISCO, P.A. 

RES, FREQ. 45Hz, FREQ. RESP. TO 5KHz. SENS 990B. PRICE £71.91 § £3.50 PRP 
42° JOOWATT $C 12-300GP HIGH POWER BASS, LEAD GUITAR, KEYBOARDS, DISCO ETC. 

RES. FREQ. 49Hz, FREQ. RESP. TO 7KHz. SENS 1000B PRICE £95.66 - £3.50 P&P 
15° 100WATT P C15-100BS BASS GUITAR, LOW FREQUENCY, P.A.. DISCO 

RES. FREQ, 40Hz, FREQ. RESP. TO 5KHz, SENS 9848 PRICE € 59.05 
15° ZOOWATT P C15-200BS VERY HIGH POWER BASS 
RES. FREQ. 40Hz, FREQ, RESP. TO 3KHz, SENS 98dB 

15° 2SOWATT S C15-250BS VERY HIGH POWER BASS 
RES, FREQ. 39Hz. FREQ, RESP. TO 4KHz, SENS 99dB. PRICE £90.23 
15 400WATT S$ C15-400BS VERY HIGH POWER, LOW FREQUENCY BASS 

RES, FREQ. 40Hz, FREQ. RESP. TO 4 KHz, SENS 100dB PRICE £105.46 
18° SOOWATT $ C18-S00BS EXTREMELY HIGH POWER, LOW FREQUENCY BASS. 

RES. FREQ. 27Hz, FREQ. RESP. TO 2KHz. SENS. 98dB PRICE £174.97 


EARBENDERS:- HI-Fl, STUDIO, IN-CAR, ETC 


ALL EARBENDER UNITS 8 OHMS (Escept E88-50 & £8 10-50 which are dual impedance japped 4 
BASS, SINGLE CONE, HIGH COMPLIANCE, ROLLED SURROUND 

8 50watt EBS-50 DUAL IMPEDENCE. TAPPED 4/8 OHM BASS. HI-FI, IN-CAR 

RES. FREQ. 40Hz. FREQ. RESP. TO 7KHz SENS 97dB PRICE £8.90 
10 SOWATT EB10-50 DUAL IMPEDENCE, TAPPED 4/8 OHM BASS, HI-FI, IN-CAR 

RES. FREQ. 40Hz, FREQ. RESP. TO 5KHz. SENS. 99dB PRICE £13.65 - 
10° 100WATT EB10-100 BASS. HI-FI, STUDIO. 

RES. FREQ, 35Hz, FREQ. RESP. TO 3KHz, SENS 960B. 

12° 100WATT EB12-100 BASS, STUDIO, HI-FI, EXCELLENT O1SCO. 
RES. FREQ. 26Hz, FREQ. RESP. TO 3 KHz, SENS 93dB. PRICE £42.12 
FULL RANGE TWIN CONE, HIGH COMPLIANCE, ROLLED SURROUND 

5*." GOWATT EBS-60TC (TWIN CONE) Hi-Fi, MULTI-ARRAY DISCO ETC 
RES. FREQ, 63Hz, FREQ. RESP, TO 20KHz, SENS 92dB 

62" GOWATT EB6-60TC (TWIN CONE) HI-Fi. MULT|-ARRAY DISCO ETC 
RES. FREQ. 38Hz. FREQ. RESP, TO 20KHz, SENS 94dB 

8 GOWATT EBS-60TC (TWIN CONE) HI-FI, MILTI-ARRAY OISCO ETC 
RES. FREQ. 40Hz, FREQ, RESP. TO 1BKHz. SENS 89cB. PRICE £42.99 « 
10° GOWATT EB10-60TC (TWIN CONE) HI-FI, MULTI ARRAY DISCO ETC. 

RES. FREQ. 35Hz, FREQ. RESP. TO 12KHz. SENS 9808, PRICE £16.49 


RANSMITTER HOBBY KITS) 
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FIGURING IT OUT 


PART 1 - INTRODUCING NETWORKS 


By Owen Bishop 


Here is a new series to help you with the quantitative aspects of electronic design: 
predicting currents, voltage, waveforms, and other aspects of the behaviour of circuits. 
Our aim is to provide more than just a collection of rule-of-thumb formulas. 

We will explain the underlying electronic theory and, whenever 
appropriate, render some insights into the mathematics involved. 


A network consists of two or 

ore impedances joined to- 
gether by conductors so as to 
perform a particular function. In 
the network of Fig. 1 the impe- 
dances comprise three resistors, 
acapacitor, and an inductor, joined 
in one ofthe many configurations 
possible with this particular as- 
sortment of components. This 
network happens to be a com- 
plete circuit so it also includes 
a source of electromotive force 
(emf, £), But this is not an es- 
sential component of a network. 
The emf may be derived from 
another connected network. 

Figure 1 illustrates the more 
important terms we use for de- 
scribing networks: 


Elements:the resistors, capac- 
itors and other items joined into 
the network. 


Node (orjunction): a point where 
two or more elements are joined. 


Branch: a connection between 
one node and another, usually 
containing one or more elements. 


Loop: a closed path through 
the network. In Fig. 1, the dashed 
lines indicate one of the many 
loops in this network. 


Mesh: a loop which does not have 
any branches linking different 
parts of it. In Fig. 1, the dotted 
lines in dicate all 4 meshes of this 
network. 


Network analysis 


The aim of analysing a network 
is to predict the potential dif- 
ferences (pd) that develop be- 
tween its nodes and the currents 
that flow in its branches under 
the influence of internal or ex- 
ternal emfs. Unless it is stated 


b 


element branch 


element 


—e— node 
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Fig. 1. Terms used to describe a network. 
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Fig. 2. Illustrating the resistance equations. 


to the contrary, we assume that 
the conductors themselves have 
negligible resistance. A conse- 
quence of this is that the poten- 
tial at one end of a conductor is 
exactly equal to the potential at 
its other end. We also assume 
that there are no incidental sources 
of emf such as might occur by 
electromagnetic induction from 
adjacent networks or from ther- 
moelectric effects at the junctions 
of dissimilar conductors. If any 
such effects are thought to occur, 
they must be represented on the 
network diagram as current or 
voltage sources of specified mag- 
nitude. 

We begin the study of ana- 
lytical techniques by confining 
our attention to resistive im- 
pedance. Resistors are the most 
usual origin of this; they are de- 
liberately included in the net- 
work because they have this prop- 
erty. Resistance may also be ex- 
erted by other devices such as in- 
ductors, diodes and cells. 

The more important equa- 
tions relevant to resistance are 
illustrated in Fig. 2. 


The definition of the ohm: 


U/T=R, [Eq. 1] 
where U is the potential differ- 
ence (in volts, V), J is the cur- 
rent(inamperes, A), and # isthe 
resistance (in ohms, £2). 

Note that the arrow repre- 
senting the potential difference 
(pd) across the resistance is di- 
rected towards the left. This in- 
dicates that the left end of the re- 
sistance is at a higher potential 
(more positive} than the right 
end. Note, too, that. the current 
is shown flowing from the end 
at higher potential to the end 
at lower potential. In almost all 
instances in this series current 


ELEKTOR ELECTRONICS JANUARY 1993 


is taken to be conventional cur- 
rent, from positive to negative, 
not electron flow from negative 
to positive. 


Resistances in series: 


R=Ri+Ro+Ryt... [Eq. 2] 


Resistances in parallel: 


VR=1/R)+1/Ro+ VRy+...[Eq. 3] 
For two resistances in parallel 
Eq. 3 simplifies to 


R=RyRo/(Ri+Ry). [Eq. 4] 


Network reduction 


If several resistances in a net- 
work can be represented by a 
single resistance, the equiva- 
lent resistance, subsequent 
calculations are made much sim- 
pler. Reducing the complexity 
ofanetwork by substituting equiv- 
alent resistances wherever pos- 
sible is an important technique 
in network analysis, 

As an example, take the net- 
work of Fig. 3a. The aim is to find 
asingle resistor which, connected 
between terminals A and B, has 
aresistance equivalent to that of 
the three resistors shown. The 
problem is solved in stages. The 
first stage is to replace the 4 Q 
and 2 Q resistors by a single 
equivalent resistor, Rep. Equa- 
tion 2 gives 


Rep=4+2=6 Q. 


The equivalent network in 
Fig. 3b at this stage has two 6 Q 
resistors in parallel. Equation 4 
gives 


Ryp=6x66+6)=3 Q. 


Figure 3c shows the final re- 
sult: the equivalent resistance is 
3Q. For a range of p.d.s. applied 
across A and B, the correspond- 
ing currents flowing from A to 
Bare unaffected by whether the 
network consists of the three 
original resistors or is replaced 
by a single 3 Q resistor. 

Another example is shown in 
Fig. 4a. Rpp is the equivalent of 
10 2. and 30 Qin parallel (Eq. 4): 


Ryp=10x30/(104+30)=7.5 QQ. 
This gives Fig. 4b. The equiv- 
alent resistance of this is 20 Q, 


30 Q and 7.5 Qin series; by Eq. 2: 


Ayg=20+30+7.5=57.5 Q. 


Fig. 6. Redrawn version of Fig. 5a. 


Cc ay EC Cc 
4 2 AO A 
|e ' E y cr 
Bo B 
D D 
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Fig. 3. Network reduction. 
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Fig. 4. Network reduction — another example. 


MESH STAR 


"a 
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Fig. 5. Mesh-star transformation with equal resistances. 


A 
Puy 
Py 
Pu 
B 
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FIGURING IT OUT - PART I 


Mesh-star 
transformation 


In some networks it is useful to 
be able to replace one configu- 
ration of resistors with another 
configuration that has the same 
resistive properties. A commonly 
used tactic is toreplace the mesh 
connection by the equivalent star 
connection in Fig. 5. Both net- 
works have three terminals and 
we have to replace Fig. 5a with 
Fig. 5b while retaining the same 
resistances between each pair 
of terminals. 

First of all consider the sim- 
plest case where all three re- 
sistors of Fig. 5a have equal value, 
Ry, and are to be replaced by 
three resistors of equal value 
Ry, Using the same equations 
asin the previous paragraph, we 
find the equivalent resistance be- 
tween any pair of terminals, say, 
between A and B. Redrawing 
the mesh diagram, while keep- 
ing the connections the same, we 
can see in Fig, 6 that there are 
two resistors of value Ry in se- 
ries. Their equivalent resistance 
is 2Ry. This pair is in parallel 
with a single resistor and equa- 
tion 4 gives: 


Ry=Rhyx2Ry/(Ry+Ry= 
=2Ry"/3Ry=2Ry/3. [Eq. 5] 


In the star configuration, the 
resistor connected to terminal 
C may be ignored when we are 
considering the resistance be- 
tween A and B. There are just 
two resistors in series between 
A and B: 

Ryp=2Rz. |Kq. 6] 

If Fig. 5b is to be a replace- 
ment for Fig. 5a, the value of 


A 
Ra 
B Pa Re 
Cc 
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Fig. 7. Mesh-star transformation with unequal resistances. 


16) GENERAL INTEREST 


A4g must be the same in both. 
Combining equations 5 and 6: 


2Ay/3=2Re, so that Ry=3Rs. 


Since the networks are sym- 
metrical, the same result is ob- 
tained when we take pairs of 
terminals A and C or B and C. 
Summing up, if the three re- 
sistors are reduced to one third 
their original value, the mesh 
of Fig. 5a may be replaced by 
the star of Fig. 5b. Conversely, 
a star network can be replaced 
by a mesh network in which the 
resistors have three times their 
original value. 

Ifthe networks consist of re- 
sistors of unequal value, the 
calculations become rather more 
involved, though the principle 
of using equations 2 and 4 re- 
mains the same. It is left to the 
reader to show that, in Fig. 7: 
AHy=RypxRyo( RaptRyc+Ry). 


The rule for Ry is to multiply 
together the two resistances con- 
nected to terminal A, then divide 
by the sum of all three resis- 
tances; Ay and Rp are calculated 
in a similar way. 

The reverse transformation, 
from star to mesh, uses equations 
of the form: 


Ryp=Ryt+Ry+AyRp/Re. 


Note that the mesh network is 
sometimes referred to as the delta, 
or A, network, and the star net- 
work as the wye, or Y, network, 
When we are given a network 
to analyse, the calculations may 
often be shortened by substitut- 
inga star network fora mesh net- 
work, or the other way about. 
In this example, we use the 
mesh-—star transformation to ana- 
lyse Fig. 8a. The three 12 Q re- 
sistors are not drawn in a tri- 
angle, but it is easy to see that 
this is really a mesh network 
with three equal resistances. In 
Fig. 8bthisis replaced by the cor- 
responding star network with re- 
sistors of one third the value. 
Replacing the resistors that are 
in series, the network reduces 
to Fig. 8c. The 12 QO and 8 Q re- 
sistances are equivalent to 


12x84 124+8)=3.6 Q, 


which, in series with 4 Q, gives 
7.6 Q as the equivalent resis- 
lance for the whole network. 
We consider the network of 
Fig. 9a as astar network of three 
6 © resistors in parallel with a 
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Fig. 8. Using the mesh-star transformation. 
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Fig. 10. Kirchhoff’s Current Law. 
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Fig. 12. Current division. 
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Fig. 11. Kirchhoff’s Voltage Law. 
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Fig. 13. Potential division. 
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mesh network of three 9 Q re- 
sistors. Replace the mesh with 
a star of 3 Q (one third of 9 Q) 
resistors as in Fig. 9b. This re- 
duces to a star of 2 92 resistors— 
see Fig. 9c. In calculating the 
resistance from Ato B, we can ig- 
nore the arm of the star leading 
to C, so the equivalent resis- 
tance of the whole network is 
4Q. 

Both of the examples given 
are based on networks with re- 
sistors of equal values, but the 
same principle applies ifresistors 
are unequal. 


Kirchhoff’s laws 


These two laws have many ap- 
plications in network analysis. 

Kirchhoff’s current law, 
known for short as KCL, states 
that the sum of the branch cur- 
rents ata node is zero (L/=0}. Put 
another way, it states that the 
total current flowing into a node 
equals the total current flowing 
out of it. If currents are vary- 
ing, KCL applies for every instant 
of time, 

In Fig. 10, the currents are 
given arbitrary directions; a cur- 
rent that is actually flowing in 
the opposite direction toits arrow 
isregarded as a negative current. 
The current flowing out of the 
network must be equal to that 
flowing into it, so we show cur- 
rent / flowing in at A and out at 
B. 

For the nodes in this figure, 
KCL gives the following equali- 
ties: 


node C: J-f}-=0; 


Test yourself 


1. Find the equivalent resistance 
of each of the five networks of 
Fig. 14. 
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node D: [+)+J;-I=0; 
E: [}-2s-1,=0. 


node 


If the values of some of these 
currents are known, it is possi- 
ble tocalculate some of the others. 

Kirchhoff’s voltage law, 
or KVL, states that the sum of 
the branch voltages around a 
loopis zero(£U=0). Inany branch 
of a network, there is a poten- 
tial difference (pd) across the 
element. This may be the direct 
result of the element being a 
source of emf, or may be pro- 
duced when acurrent flows through 
a resistive element. The arrows 
in Fig. 11 indicate the polarity 
of each pd, pointing from low to 
high potential. If we travel round 
a loop in one particular direc- 
tion (conventionally, clockwise), 
these pds may be taken as rises 
or falls of potential. By KVL, 
the total of the rises minus the 
total of the falls is zero for any 
loop in the network. 

Travelling around the loop 
ABDE in Fig. 11 in the same di- 
rection as the current, there are 
three falls of potential: U), Uy and 
Us. As we pass through the volt- 
age source in the same direc- 
tion asthe current, there is arise 
in potential, &. By KVL, from A 
back to A: 


EAU} + 09+ UG 1=0. 
By KVL, from B back to B: 
UU yt U3 )=0. 


We shall cite KCL and KVL 
frequently in future discussions 
of circuit behaviour. Below are 
two simple examples of their ap- 


2. Analyse Fig. 9a by considering 
it as two mesh networks in 
parallel, and show that the 
result is the same as obtained 
previously. 
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FIGURING IT OUT — PART I 


plication. 


Current division 


It follows from KCL that, when 
acurrentarrives ata point where 
two or more resistances are con- 
nected in parallel—see Fig. 12— 
it divides into two or more cur- 
rents. The total current remains 
unchanged. For the two resistors, 
Eq. 1 gives: 


U=hR, [Eq. 71 
and 
U=hR3. [Eq. 8] 


Equating the right -hand sides 
of Eq. 7 and Eq. 8 gives: 


LR=bR,, 


a Lih=Ri/ Ry. [Eq. 9] 
Thatis, the currents are inversely 
proportional to the resistances. 

As an example, suppose that 
I=6 A, R\=4 Qand Ry=8 Q., Then, 
by Eq. 9: 


L/h=8/4=2, 


But we are given that /=6 A, so, 
by KCL: 


a=h4h=6. [Eq. ll | 


From Eq. 10 and Eq. 11, we find 
that /;=4 A and h=2 A. 


Potential division 
It follows from KVL that, if two 


3. In Fig. 14e, given that /=2 A, 
calculate 7; and J). Then cal- 
culate the pds across AB and 
cach of the resistors. 


Fig. 14. Networks for TEST YOURSELF. 
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or more resistances in series have 
a pd across them, the sum of the 
pds across them equals the total 
pd across the whole chain—see 
Fig. 13. The same current / flows 
through each resistance (KCL). 
Given a chain of two resistors: 


[=U /R\=Uy/Ri, 
oe UlU=R Ra. 
That is, the pds are directly 
proportional to the resistances. 
For example, if U=10 V, Ry=2 Q 
and Ay=3 Q, 


Uy/Ur=2/3, 


2. Ue 2Uy/3. (Eq. 12] 
By KVL, 
U=U|+Up=10. [Eq. 13] 


From Eq. 12 and Eq. 13 we 
find that U)=4 V and U)=6 V. 
Potential dividing networks of 
this kind are in frequent use in 
circuits, a 


Next month: more applications 
of KCL and KYL, and two pow- 
erful theorems which aid network 
analysis. 


Answers will be given in next 
month’s instalment. 
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MULTICORE CABLE TESTER 


Design by B.C. Zschocke 


Although installing a long multicore cable, or testing such a cable, is facilitated 
by the colour coding of the individual wires, it still needs two people to carry 
out the job. Even then, work proceeds satisfactorily and speedily only if these 

people are within earshot of each other. The tester described in this article 
overcomes these difficulties; it enables one person to do the work, who can 
identify each wire unmistakably and locate short-circuits and open circuits 


he principle of ihe design is shown Technical data and to the + input of the power supply. 
in Fig, 2. The master unit contains ‘ The earths of the master and slave 
a current source that is switched on _ Master unit unil are interlinked at the same time. 
and off by a rectangular voltage. The —_ 2-figure display of the wire number (1-99) A regulator and buffer capacitor en- 
current is taken via two wires to the Separate earth lead not required sure continuity of the power supply 


slave unit, where the wires are ter- F . scot during the pauses between succes- 
minated into resistor Ry. The rectan- Identifies short-cireuits and open circuits sive ie 

gular voltage across the resistor trig- | Suitable for long cables The pulses arrive at the timing cir- 
gers delay circuil t, which after a Supply requirements: 9 V battery cuit in trains of cight, followed by a 
short interval, but still during the pause of the same length as the eight | 
pulse, closes a switch. This results pulses. During the pause, the timing 

in the voltage briefly dipping, which circuit checks whether the shift reg- 
is identified by the master unil as a Slave unit ister needs to be reset. Also, il arranges 


logic 1. When the two wires are in- S : 8 P for a logic 1 to be clocked into the 
5 upply requirements: derived from master unit e ; 
terchanged at the master unit, there PRY shift register at the first of the cight 


Can be extended (pry!) for use with 1-255 wires 
will still be a rectangular voltage across 

R;, but this will not trigger the delay cir- 
cuit—the master unit will then register 
a logic 0. 

It will be clear that the tester depends 
entirely on the current pulses generated 
by the master unit. In other words, the 
master unit outputs current pulses and 
the slave unit reecives them 

Each current pulse causes one long 
voltage pulse, or two short ones, across 
R,, that is, across the input of the slave 
unit and, consequently, across the out- 
put terminals of the master unit. In 
other words, the slave unit outputs volt- 
age pulses and the master unil receives 
them. 

So far, so good as far as two wires are 
concerned. To perform the function over 
more than two wires, the master unit gen- 
crates not one pulse but a train of eight 
pulses. The resulting 8-bil number en- 
ables up lo 255 wires to be identified (O 
means no connection) ifthe number is bi- 
nary coded, or 99 wires if a bep (binary 
coded decimal) code is used. 

How the eight bits are formed into a 
pulse train is described with reference 
to Fig. 2, starting with the power supply 
for the slave unit. This is derived from 
the pulses provided by the master unit. 
This saves energy, because the slave 
unit ison only when required. The pulses 
are applied to the slave unit via a mullti- 
phase bridge rectifier, which makes it 
immaterial lo which two of the many in- satiny 3 
puts of the slave unit (=wires contained 
in cable) the master is connected. The 
pulse is thus applied to the ‘timing’ block _ Fig. 1. Block diagram of the multicore cable tester. 
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pulses. This | is shifted by one position 
for each successive pulse. 

Moreover, the timing circuit, in con- 
junction with the enable input of the 
shift register, ensures that this single 1 
pulls down one of the columns of the diode 
matrix, AO-B3, at exactly the centre of the 
pulse. 

The placing, or omitting, of diodes in 
the diode matrix determines whether a 
pulse in the train is translated in the slave 
unit into a 1 or not. Allocating a differ- 
ent code to each of the matrix columns 
gives each connection, and thus each 
wire, its own unique number. 

A break in a wire is identified by the 
master output remaining logic 0. 

A short-circuit is indicated by the dis- 
play showing a number that cannot be 
true or strange symbols. It may also hap- 
pen that an unexpected number is shown 
and repeated, while the correct number 
cannot be found. 

The clock that drives the system con- 
sists of a generator, a +16 divider and a 
NAND gate. This arrangement results in 
a train of eight pulses, followed by a 
pause of eight clock periods. This signal 
is used to control the shift register and 
the current source mentioned earlier. 

During each pulse provided by the 
current source, the decoder determines 
from the potential between the two con- 
nected wires whether the slave has gen- 
erated a 1 ora 0. The decoded bit is then 
input into the shift register at the end of 
the pulse. When all pulses have been 
input, they are clocked into the parallel 
outpulregister of the shift register, where- 
upon the shift register is reset. 

The bits are then taken from the out- 
put register to the display that trans- 
lates them into a legible number. Numbers 
00-99 may be displayed if the diode ma- 
trix is programmed in pcp code (more 
about this later). In this arrangement 
two standard BcD-to-seven-segment de- 
coders suffice to drive the displays. A 
binary-coded matrix requires three bi- 
nary-to-seven-segment decoders, which, 
in discrete designs, need a fair amount 
of space (PALS are not necessarily a solu- 
lion here), So as lo keep the units small, 
the present design uses BcpD code. The rcs 
for the master unit has a connector, 
however, to which a piy designed de- 
coder may be connected (more about 
this in the circuit description). 


The master unit 


In Fig. 3, LD, is the least significant digit 
of the display. Resistors R;-R,, provide 
current limiting for the display segments, 
while IC, and IC, are the Bcp decoders. 
These circuits are controlled by the par- 
alle] register in shift register, [C,. The 
eight outputs of the register are acces- 
sible from outside via K, to enable the use 
of a decoder to drive a hexadecimal or 
3-digit bcp display if 255 wires are to be 
connected, 
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The clock generator, IC,, is a 
Type 4060. Schmitt trigger IC; 
and network R,;-C; ensure that the 
transition (edge) at which data 
are clocked into the shift register 
is delayed by a very short time 
relative to the transition at which 
the previous bit was shifted into 
the register. 

The decoder is formed by IC,, 
and ICy,. Data are provided via 
IC;,. Circuit ICs, delays the pulse 
train by ‘/;, of a period, so that at 
each current pulse /C,, is reset. 
Immediately after the onset of the 
pulse, the set input is enabled. If 
the voliage from the slave unit 
has a dip, IC,, is clocked, the data 
input is low and the inverting out- 
put goes high (a 1 has been de- 
coded!). If the voltage does not 
have a dip, the bistable remains 
set and the inverting oulput stays 
low. 

The necessary signal is gener- 
ated by current source T,, which 
is controlled by the clock via T}. 
The current results in a voltage 
in the slave unit that may be as 
high as 9 V, that is, U*. Since this 
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Fig. 3. Circuit diagram of the master unit. 


4 
YP = TEST & MEASUREMENT 


is too high for the decoder, it is lowered 
by D, by 3.3 V. Any residual voltage peaks 
are smoothed by D,. Since the dip in the 
voltage from the slave unit does not drop 
below 3.3 V (as will be explained later), 
D, also ensures that the decoder identi- 
fies the dip as a O (3.3-3.3=0). A timing 

diagram for the master and the slave 
ovalsoomw [rev unit is given in Fig. 5. 

The power supply for the tester is pro- 
vided by six C/R14/HP11 batteries, from 
which a current of up to 100 mA is drawn 
(reason for not using a 9 V battery). 
Remember also that these batteries supply 
the slave unit. 

The battery voltage is used directly 
for the seven-segment displays and the 
current source and regulated, by IC;, for 
the remainder of the circuitry. The reg- 
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PARTS LIST 


R17, R20, R21 = 100 kQ- 
R18 =470 

R22 = 47 kQ 
R23 = 2.7 kQ 


TN4148 


IC1 = 74HC123 


926079 - 15 


Fig.4. Circuit diagram of the slave unit. 


Capacitors: 

C1=10uF 16V 
C2-C4, C10 = 100 nF 
C5 = 270 pF 
C6 = 1.8 nF 
C7 = 100 pF 
C8 = 4:7 nF 
C9 = 100 pF, 16 V 


Semiconductors: 
D1-—D3 = 1N4148 
D4 = zener 3.3 V, 400 mW 
LD1, LD2 = HD1105-0 

T1 =BC557B 

T2 = BC547B 

1C1, IC2 = 74LS247 

IC3 = 74HC595 
IC4 = 74HC4060 
ICS = 74HC132.. 
IC6 = 74HC74. 
1C7 = 


Miscellaneous: 
Btt—Bt6 = C/R14/HP11 batt 
K1 = 10-way flatcable cop’ 
PCB mounting 
$1 = miniature switch 
banana socket (red) 
banana plug (black) 
Enclosure 125x49x70 mm (eg.,F 
Type RG2) 
PCB Type 926085 


SAGEIC3) 


Matrix board 
Semiconductors: 
D1-—D200 = 1N4148 (max. 119) 
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Fig. 6. Printed-circuit board for the master unit. 


Miscellaneous: 

K1, K2 = 10-way flateabie connector for PCB 
mounting 

20 mini (1.mm) banana sockets for PCB mounting 
PCB Type 926079) 


Fig. 7. Printed-circuit board for the diode matrix. 
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ulator used has low dissipation and re- 
quires an input voltage of only 5.4 V. 


The matrix 


The diode matrix is the largest and most 
important part of the slave unit. The rec- 
tifier bridge in it ensures that the incoming 
signal from the master unit is always con- 
nected to the correct location, irrespec- 
tive of on which two wires the signal ar- 
rives. The signal is first of all applied to 
the earth line and the U* line via the 
diodes whose circuit designation ends 
in a 9 or O respectively. The remaining 
diodes form the matrix proper which de- 
termines what code the slave unit gives 
to the connected wires. Since the board 
has room for connecting 20 wires only, 
five boards are cascaded via K, and Ky. 
Setting the codes is straightforward. 
All diodes, other than those whose des- 
ignation ends in O or 9, correspond to 
the eight bits of the code, that is, diodes 
with a designation that ends in 1 repre- 
sent the least significant bit (Ls8) and those 
with a designation that ends in 8 repre- 
sent the mosi significant bit (Msp). Locations 
where a diode is used correspond toa logic 
| (high), and those where no diode is used 
to a logic O (low). Since a Bcp code is 
used, the first four bits form the least 
significant number and the other four the 
most significant number. The whole ar- 
rangement is summarized in Table 1. 
Since logic Os do not require a diode, 
the matrix board never needs more than 
119 diodes. The exact number depends 
on the number of wires—see Table 2. 
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Table 2. Number of diodes per matrix. Fig. 8. Layout of the diode matrix. 
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The slave unit 


The circuit of the slave unit, excluding 
the matrix, is shown in Fig. 4. 

The signal from the master unit is ap- 
plied across resistor R, via pins 
9 and 10 of K,. Transistor T,, 
resistor R; and diode D,, form 


making the pulse time of the monos- 
table longer than the period of the pulses 
in the train and shorter than the pause 
between two consecutive trains. As long 
as IC), is triggered by the pulses, the 1 


a voltage regulator that limiis ani Fer Fera gi le co a= Fates Feste: 


the potential across buffer ca- 
pacitor C, to about 6.2 V. The 
transistor also ensures that C; 
is not discharged completely 


#95 ¥O~- 7O-FO- 4a- FO-4a-Fo-la~ son 


when the pulse from the mas- 
ter unit ceases, 

The pulse across R, clocks 
monostable [C,, after a delay 
determined by R,C). In this 


MULTICORE CABLE TESTER Jos 


is moved on through the shift register. 
At the onset of the pause, [C), returns to 
its quiescent state and IC, is reset by 
network R;-R;-C,-D,, which also provides 
a power-on resel. 

The eight parallel outpuis 
of the shift register with which 
the bit is selected that is ap- 
plied to the master unit, are 
linked to [C;, which forms the 
switch already discussed in 
paragraph 1. 

Every time IC,, emits a pulse, 
one of the outputs will go low 


eri o-#a-Fe se-4 soda cesar 


! 
# 


‘ 
’ 
r 
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way, IC), provides a pulse that 


occurs near the centre of the 
pulse from the master unit. 
To prevent the delayed pulse 
reaching the trigger input of 
IC), via IC, and the diode ma- 


trix, the trigger input is held 


# of 926079 - 17 


high during the pulse duration 
by D,; and R). 
Monostable IC), serves two 


purposes: (a) toensure that a Fig. 9. How to interlink the slave and matrix boards. 


1 is clocked into the shift reg- 
ister only at the first of the 
eight pulses, and (b) thai the shift reg- 
ister is reset during the pause between 
two pulse trains. This is achieved by 


PARTS LIST 


Slave unit 

Resistors: 

Ri =1MQ 

R2=10kQ 

R3 «= 47 kQ 

R4 = 270 kQ 

RS= 1002 

R6 = 100 kQ 

| R7 = 3900 

RB = 1:kQ 


Capacitors: 

C1 = 3.3 nF 

C2 = 120\nF 

C3 = 330 nF 

C4 = 470 pF 
C5+C7.= 100 nF 
CB= 100 uF 16V 


Semiconductors: 
D1,.D2 = 1N4148 
D3-D10 = zener, 2.7. V, 400 mW 
Dt1'= zener, 6.8 V, 400 mW 
T1 = BC547B 


926084 
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and the others high. The low 
output will cause a dip in the 
pulse from the master via the 
diode matrix—that is, ifa diode 
is used for that bit. 

The zener diodes in series 
with the outputs of IC,ensure 
that the voltage accross the two 
connected wires does not drop 
below 3.3 V (2.7 V plus 0.6 V 
from the matrix diode) during 
the current pulse from the mas- 
ter unit. This arrangement en- 
suresa satisfactory power supply 
to the slave unit. 


Construction 


The tester is constructed on three 
types of board: one for the master 
unit, one for the slave unit, and one 
for the diode matrix. Each matrix board 
allows up to 20 wires to be connected, 
so that a tester for 99 wires requires 
five matrix boards. The number of 
diodes required is shown in Table 2. 
Mount the diodes whose designation 
ends in a 0 or a 9 first, and only then 
the other diodes in accordance with 
the pcb code in Table 1. 

The slave board and matrix boards 
are interlinked as shown in Fig. 9. The 
enclosure stated in the parts list can 
house one slave board and two ma- 
trix boards. 

Itis possible to use a spring-loaded 
push-bution instead of a standard 
on/offswitch on the master unit to save 
batteries. From a practical point of view, 
it is, however, better to use a stan- 
dard switch in parallel with a push- 
button, so that in cases where you 
have no hand free to press the but- 
ton, the standard switch can be used. 

In use, connect the multicore cable 
as required at one end, say, to a con- 
nector box and then link the slave 
unit to it in accordance with the pin 
numbers of the connector box, Connect 
the master unit at the other end of 
the cable to any two wires, whereupon 
the display will show the pin number 
of the wire that is connected to the 
‘hot’ terminal of the master unil. In this 
way, ‘connect wire’ and ‘next wire’ are 
easily identified. a 


CROSS-OVER-POINT DETECTOR 


Design by T. Giesberts 


Usually, the -3 dB (and —20 dB) roll-off points on the frequency characteristic of a filter 
are found with the aid of an oscilloscope or a millivoltmeter. Not everyone has these 
instruments available, however, and it is primarily for these designers that the detector 
described in this article is intended . Nevertheless, even if you already have a suitable 
oscilloscope, you will find the detector a handy addition to your workshop instruments. 


I: principle, the detector is simply an 
LED VL meter whose scale and input am- 
plifier have been modified to facilitate 
the seeking of the roll-off points. 

The scale is illustrated in Fig. 1. It 
begins at D, which indicates whether 
the signal is attenuated more than-20dB 
with respect to zero level. The point at 
which this diode extinguishes and D,; 
lights is exactly —-20 dB. In the same 
way, the -3 dB point is exactly at the tran- 
sition between D; and D:. Hlowever, the 
transitions between D; and D, and be- 
tween Dy and D, are not fixed, but can 
be shifted by 0 dB to —1 dB, and O dB to 
+1 dB respectively. The two transitions 
are shifted simultaneously in such a 
manner that D, always covers a range that 


-20dB 


-3dB -1dB 


0dB +1dB +3dB 


D5 | D6 | D7 <P ee D9 aes 
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Fig. 1. The scale of the detector has a variable range around 0 dB. 


is symmetric around the 0 dB point. This 
arrangement serves lwo purposes, First, 
it allows the detector to be set to the 
O dB level of the filter on test. The range 
covered by D, is then zero, the diode is 


1C1,1IC2 = TLO84 


Fig. 2. The circuit diagram of the detector shows that it is basically an LED VU meter. 


switched off (or nearly so) and a transi- 
tion, which is at exactly 0 dB, ensues 
directly from D; to Dy. Note, however, 
that it may happen that D,; and D, briefly 
light simulltancously: this is caused by 


920165 - 12 


the difference in off-set voltages 
of the opamps. Second, it allows 
restricting the range covered by 
D, to, say, 0.1 dB to enable small 
deviations in the frequency char- 
acteristic or the onset of the roll- 
off to be detected. Diode Dy lights 
to show that the input level is 
more than 3 dB above zero. 


Circuit description 


The circuit in Fig. 2 is virtually that 
ofa discrete vu meter. The function 
of light-emitting diodes D;—D,) and 
the ranges they cover have already 
been discussed. They are driven by 
opamps IC, and IC),-ICj,, which 
ensure that at any one lime only 
one of the six diodes lights, The 
level at which a diode extinguishes 
and the adjacent one lights is de- 
termined by the potentials at the 
inverting (-) inputs ofthe opamps. _— Frequency range 
The (fixed) levels at the non-in- 

verting (+) inputs of the opamps are 

determined by potential divider 

RyRy. 

The variable levels for the zero —_ Resolution 
range are set with voltage divider Measuring range 
R\,-R,j-P;, which has been designed 
in a manner which ensures that Supply voltage 
the levels at the inverting inputs — Current drain 
of IC), and [C,, are symmetrical Input sensitivity 
around the zero level at all times. 

The 4-V reference voltage for the 
divider is provided by Ry-R,, and 


Parameters 

8 Hz—-400 kHz +1% 
(P;=0 Q) 

8 Hz—50 kHz +1% 
(P3= max) 

>0.5 dB 

—20 dB to +3 dB 

+15 V 

30 mA max. 

450 mV 


CROSS-OVER-POINT DETECTOR B 


services. 

The LEDs may be mounted at 
either side of the board. Do not 
forget the three wire links. To en- 
sure an accurate indication of +1 dB, 
it is essential that the value of P, 
is exactly 1 kQ. If that is not so, 
Rand R,, should be adapted in ac- 
cordance with the error on P, (if, 
for instance, P; is 5% higher than 
1 kQ, the value of the two fixed 
resistors should also be 5% higher 
than indicated). 

Most users will probably sct P, 
to maximum, but if a less sensi- 
tive input can be used, this preset 
can be adjusted accordingly—this 
will also increase the bandwidth. 

To use the detector unit, apply 
to the filter or amplifier on lest a 
sinusoidal signal at a frequency 
of about 1 kHz and a level to give 
a filter or amplifier output ofat least 
450 mV r.m.s. Set P, to minimum 
(D, is then off) and adjust P, so 
that the display is at the transi- 
tion between D,; and D,: either of 
these lights and the other extin- 
guishes or both light faintly. That 
determines the O dB level, where- 
upon P; can be set to maximum 
or to an intermediate setting if re- 
quired. Next, vary the frequency 
of the sine wave generator to find 
the —3 dB point(s) of the device on 
test. Itis, of course, essential that 
the generator output is stable. Any 


buffer IC)... of the output of IC),.Since the input level doubts about that can be dispelled (or 
The input signal is applied across P,, for 0 dB is 2 V, a simple calculation confirmed) by connecting the detector unit 
with which the detector is adjusted to0. shows that the maximum input sensi- to the output of the generator and set- 


Diodes D, and D, and resistor R; protect — tivity is 450 (strictly, 433 mV). ting the O dB level at 1 kHz. Set the op- 
the input of IC), against too high levels. erating range of D, to about 0.1 dB and 
The signal is amplified x1-10 by IC, , Construction and use vary the frequency of the generator. The 
depending on the setting of P,, whereupon display will indicate how stable the gen- 
it is single-phase rectified by IC). The Although a pcp—see Fig. 3—has been _ erator output is. al 


resulting direct voliage is smoothed by designed for the detector. this is regret- 
R;-C, to a level of x0.32 the peak value — tably not available through our Readers’ 


"7 Oboe m [2 ; aoe aN 


Fig. 3. The printed-circuit board for the detector is not ava 
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ilable ready-made. 


COMPONENTS LIST | 


Resistors: 

R1=1kQ 

R2 = 2.7 kQ 

R3, R4 = 10 kQ 

R§.= 100 kQ 

R6 = 200 22, 1% 

R7 = 1.24 kQ, 1% 

R8 = 1.43 kQ, 1% 

RQ = 1.18 kQ, 1% 

R10, R14 = 3.83 kQ, 1% 
R12 = 27.4 kQ, 1% 
R13. = 16.04Q, 1% 
R14—R19 = 4.7.kQ preset 
P1 = 100 k&2, log potentiometer 
P2 = 25 kQ preset 

P3 = 1 k&2 potentiometer 


Capacitors: 
Ci = 10 uF, 26 V, radial 
C2-C6 = 100 nF 


Semiconductors: 

D1i—D4 = BAT82 

D5—D10 = LED, high efficiency 
1C1, IC2 = TL084 


1.2 GHz MULTIFUNCTION 
FREQUENCY METER 


Design by B. C. Zschocke 


After the circuil description and the 
construction guidelines given last 
month we now turn to the way the 
multifunction counter is operated via 
the exiensive menu. Basically, the 
user entry function builds a string of 
command characters that are sent to 
measurement subroutines contained 
in the control program of the instru- 
ment. As you will reeall from the first 
instalment, the frequency meter is 
based on a 80C32 microcontroller 
which runs a control program con- 
tained in an EPROM. This program 
was developed by the author using an 
assembler. The command character 
string is stored internally, and is avail- 
able to the instrument as a kind of de- 
fault message which contains all 
relevant data and parameters to per- 
form a particular type of measurement 
(of which there are quite a few see 
later). How the command string is 
built up is discussed here. If you have 
already built the counter, now is a 
good time to switch it on and explore 
the various menu options and instru- 
ment parameters. 


The menu 


The menu entrics required to set up a 
particular type of measurement are 
analogous to following, from the top to 
the bottom, the options shown in the 
menu overview in Fig. 8. The overview 
shows six basic functions related to 
measurement modes: 


*frequency, 1/frequency and rpm 
(revolutions per minute) measure- 
ment; 

* pulse counting on channel A and B; 

* time measuremenl; 

¢ pulse (frequency) generator; 

* timer; 

* up/down (manual) counter on chan- 
nel C, 


Simply start at the top of the diagram, 
from the ‘reset’ box, and find your way 
down to the ‘entry’ box, via the appro- 
priate functions and parameters. As 
an example, let us set up an rpm mea- 
surement. The menu selections are: 


MENU - FUNCTION: rpm — SELECT 
INPUT: Channel B — gate time: 1 min. 
Start: on ‘start’ key — Mode: continu- 
ous — Settings: with period analysis; 


LEVEL 


no intermediate results; buzzer off > 
Entry: exit & start. 


Most menu options shown in the 
overview correspond to the actual indi- 
cation on the LC display. In a few in- 
stances, however, the LCD indications 
have been shortened, for example, 
‘press’ for ‘pressed’ and ‘interm.’ for 
‘intermediate’. All this will be fairly ev- 
ident, however, and is not likely to 
cause problems in practice. The keys 
are arranged as follows on the instru- 
ment front panel (from the left to the 
right): MENU (Se): START (Ss); STOP 
(Sa): HOLD (S2); ENTER (53). 

Measurement functions are selected 
as follows using the above keys: after 
selecting MENU from the start options, 
the STOP key is used to select a partic- 
ular measurement function (refer back 
to Fig. 8). The top line on the LCD 
shows the available functions, and the 
bottom line the sclected function. 
ENTER key is pressed to confirm the 
required function. This takes you to 
the next menu option. If, however, you 
wish to use the default function rather 
than the one selected, simply press the 
HOLD key rather than the ENTER key. 
This allows you to make a new selec- 
tion from the functions or options. 

An exception is formed by the SET- 
TINGS (see Fig. 8) submenu, which 
presents you with two options. The one 
you want is selected by a toggle func- 
tion under the control of the EDIT key 
(for example: buzzer on/buzzer off). 


Special points 


During the selection of a function or 
option, the default settings may be re- 
called by pressing the MENU key. The 
default funciion or option is also 
shown as the first selection. If this is 
not possible, for instance, after the 


PART 2: USER MENU 
DESCRIPTION 


measurement mode has been changed, 
the left-most function shown in Fig. 8 
appears. Aficr swiiching on, the default 
mode is frequency measurement on 
channel B. Pressing START and ENTER 
simultaneously ends the entry mode, 
and starts the actual measurement. 
Where the menu overview (Fig. 8) indi- 
cates ‘adjustable’, the lower line of the 
LC display shows a number, This 
number, usually a zero or a value 
taken from the lasi entry or measure- 
ment, may be changed by the user by 
going to the ‘edit’ mode via the START 
key. Next, the number appears with 
leading zeroes, an arrow at the start of 
the line to indicate that you are in 
EDIT mode, and a cursor in the form of 
an underscore (_ ) under the first digit 
at the far left. The START (+) and STOP 
(-) keys are used to increase and de- 
crease the digit value respectively. The 
IIOLD key is used to move the cursor 
through the number, and put the cur- 
sor under the digit to be changed. After 
the last digit, the cursor jumps back to 
the first. In this way, the user-defined 
value is set up, and confirmed by 
pressing the ENTER key (which takes 
you out of the ‘edit’ mode). Note that 
the original value can not be recalled 
after the ENTER key has been pressed: 
the value you have set is final! 

Practical experience has shown that 
the finding your way through the vari- 
ous menus takes some getting used to, 
but in general will be easy to learn. 
However, you may wonder at this paint 
what is behind all these functions and 
options offered by the instrument. The 
descriptions below provide the an- 
swers. Please also refer to Fig. 8 to fol- 
low the order in which the functions 
are discussed. 


Fig. 8. (Opposite) User menu overview. 
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Function: frequency 

Frequency measurements are carried 
out via channel A or channel B. 
Channel A (with prescaler) allows mea- 
surements to over 1 GHz. while chan- 
nel B is suitable for input signals up to 
about 25 MHz. Channel B is also suit- 
able for measuring DC-coupled signals 
in the mHz (milli-hertz) range. For op- 
timum precision, the gate time is mea- 
sured along with the rate of change of 
the input signal. The resulting fre- 
quency is calculated with the aid of a 
64-bit ALU (arithmetic logic unit). This 
measurement method also allows 
‘non-standard’ or exiernal gate times 
to be used, which is essential for 
pulsed signals. 


Function: 1/frequency 

This measurement mode serves to in- 
dicate the period of the measured sig- 
nal. The measurement principle is the 
same as that used for frequency mea- 
surement, except that the ALU calcu- 
lates the reciprocal value. Henee the 
perhaps unusual indication of a gate 
time rather than a number of periods. 


Function: revolution counter 

The rev./min measurement is also 
based on the frequency measurement 
principle. Note, however, that the re- 
sult is indicated in revolutions per 
minute rather than hertz. 


Function: pulse counter 

In this mode the instrument counts 
the pulses that occur on channel A or 
channel B. The duration of the mea- 
surement may be limited by a gate 
time. It should be noted that the gate 
times are not accurate. This is caused 
by the nested interrupt structure of 
the 80C32 processor. Do not, there- 
fore, calculate the frequency on the 
basis of the pulse counter result and 
the gate time, since this will yield inac- 
curate results. 


Function: time 

The lime measurement mode may be 
compared to a chronograph or stop- 
watch, To make sure that the start and 
stop keys are denounced, a keypad 
scanner has been realized with the aid 
of an internal clock generator. This 
generator limits the accuracy of the 
stopwatch to a little less than 0.1 s. 
During the measurement, the GATE 
output is made logic high. 


Function: timer 

The timer mode allows you set GATE 
output times to over 1 second in Il-us 
sleps. Depending on your choice 
(made via the menu), the timer starts 
on the presence of a signal edge at the 
channel A or channel B input, a high- 
to-low or low-to-high transition at the 
channel C input, or the depression of 


the START key. 


Function: pulse generator 

The pulse generator, or frequency gen- 
erator, is an extended version of the 
timer function. This mode allows you 
to generate single pulses, as well as 
pulse trains with almost any combina- 
tion of pulse duration, mark/space 
(pulse/pause) ratio and number of 
pulses. The number of periods can 
only be processed if the period length 
(pulse length and pause length) is 
greater than 256. Frequencies can be 
generated by entering their periods 
(1/f). The pulses are available at the 
GATE output, The ‘start on’ options 
are the same as those for the timer. 


Function: information 

Select this option to display informa- 
tion on copyright and current software 
version. 


Select input: channel A 

Channel A serves to measure high fre- 
quencies (up to 1.2 GHz). It is not suit- 
able for low frequencies because of the 
input capacitors and the reduced sen- 
sitivity of the prescaler IC below 
20 MHz or so. Higher frequencies are, 
however, amplified and divided by 64, 


Select input: channel B 

Channel B serves to measure signals 
at frequencies of a few millihertz (mHz) 
to about 25 megahertz (MHz). Switch 
S9 allows this channel to be either TTL 
compatible, or AC or DC coupled with 
a preamplifier. The amplification is ad- 
justed with potentiometer P3. 


Select input: channel C 

Channel C is either TTL-compatible or 
AC coupled, as selected by switch Ss. 
The sensitivity of this input can be in- 
creased to less than 1 V by adjusting 
preset Pa in the AC-coupled input cir- 
cuit, 


Measurement time: gate time 

In this mode, the measurement lime is 
determined by the gate time generator. 
You may choose between a number of 
fixed gate times (0.1 s, 1 s, 10 s, 
1 min.), a ‘sliding’. or a user-defined 
gate time. When ‘sliding’ gate time is 
selected, the first measurement is car- 
ried out with a gate time of 0.1 s. The 
gate time is doubled every successive 
measurement, until it equals 12.8 5s. In 
the adjustable gate time mode, you are 
not prompted to enter a lower limit. It 
is recommended to make the gate time 
equal to an even multiple of the period 
of any interfering signal(s), or a modu- 
lating signal, if present. It should be 
noted that the gate times are not accu- 
rate (see under ‘pulse counter’ above). 
Fortunately, the deviation is small at 
about 100 us, which will be negligible 


in most cases. 


Measurement time: channel C high 
(low) 

This mode allows you to measure when 
the signal level at the channel C input 
is high (or low). The gate time corre- 
sponds roughly to the time channel C 
is high (low). Before the measurement, 
channel C must be low (high), since 
the start of the measurement is recog- 
nized by the relevant signal edge. 


Measurement time: 

- channel C 7 edge - START /STOP 

- channel C | edge - START/STOP 
In this mode, an low-to-high (L-H) edge 
(or a H-L edge) on channel C start the 
measurement, while a further L-II (or 
H-L) edge stops it. The gate time corre- 
sponds roughly to the time between 
two edges. 
Measurement time: 
pressed 

In this mode, the gale time equals the 
time the START key is pressed. 


START key 


Measurement time: START/STOP 
key pressed 

In this mode, the gate time starts when 
the START key is pressed, and stops 


when the STOP key is pressed. 


External gate: measurement 
Notification to the user that the gate 
lime is not furnished by the gaic time 
generator, but by a measurement on 
channel C, or a key action. 


Start: immediate 
This option is self-evident: the mea- 
surement starts immediately. 


Start: signal present 

Selecting this option forces the instru- 
ment to wait until a signal is detected 
at the input. If the gate time is deter- 
mined by channel C or by Key action, 
the instrument waits on the signal 
first, then either on the condition set 
up for channel C, or on the key action. 


Start: START key 

Selecting this option causes the mea- 
surement to start the measurement 
the instant the START key is pressed. 


Start: channel C 7 edge; channel C 
Ll edge 

The measurement starts on the L-H 
(H-L) transition (edge) of the signal ap- 
plied to channel C. 


Mode: continuous/single 

In continuous mode, the measurement 
is repeated until the user presses 
BREAK (fi.e., the MENU and ENTER 
keys simultaneously). The ‘single’ sel- 
ting is self-evident. 
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Settings: period analysis 

The period analysis option is a special 
feature of the frequency meter. The ac- 
curacy of a frequency measurement 
can be increased by setting a gate time 
equal to an even number multiple of 
the period of the measured signal. This 
principle, which is essential for very 
low frequency measurements, will be 
given further attention in a separate 
article to be published soon. After the 
start of the measurement, the software 
idles in a loop until the first period is 
counted. Next, the gate time generator 
is started. When the gate time proper 
has elapsed, the software enters an- 
other loop, and waits until the current 
period of the measured signal is fin- 
ished. A couple of programming tricks 
allowed the loop to be reduced to four 
machine cycles, which means that the 
period analysis has an accuracy of 
about 8 us. This, in turn, results in an 
accuracy of five digits (max.) per sec- 
ond gate lime. 

The period analysis option is not 
useful with frequencies above 100 kHz 
or so. Since both the period analysis 
and the ‘signal present’ option wait for 
the start of a period, it makes little 
sense to use them simultaneously. 
Indeed, their combination only length- 
ens the measurement, particularly in 
the case of low frequencies. 

Accurate measurement of low fre- 
quencies, particularly those in the mil- 
lihertz range, is only possible with the 
period analysis option enabled. The 
lengthening of the gate time to at least 
one period may cause a low-frequency 
measurement to last fairly long, irre- 
spective of the set gate lime. The set- 
ting displayed after pressing the 
START key may be changed with the 
aid of the EDIT key. 


Settings: intermediate results 
With most types of measurement there 
exists the possibility to display results 
during the actual measurement. This 
is achieved by extending the gate time 
measurement routine in a manner that 
the instrument attempts to store the 
current counter stale and the gate 
time elapsed so far, in the secondary 
register bank. This is done roughly 
every two seconds. When the attempt 
fails, the software waits a further 
2 seconds. Next, the frequency is cal- 
culated from the stored counter states. 
There are, however, two limitations to 
this: first. with high frequencies, at- 
lempts to record a valid combination of 
current counter state and gate time 
may fail all the time: second, the error 
in the displayed measured value in- 
creases as the measured frequency de- 
creases. 

On the display, an intermediate 
value is indicated by a diamond (). 
Pressing the HOLD key ‘freezes’ the in- 


1.2 GHz MULTIFUNCTION FREQUENCY METER - 2 


termediate value on the display, until 
the final result is available. The ‘inter- 
mediate result’ setting shown after the 
START key is pressed may be changed 
(toggled) with the EDIT key. 


Settings: buzzer 

As already mentioned, the instrument 
is capable of generating tones under 
software control. These tones are pro- 
duced by a passive buzzer, which 
sounds at the start and the end of a 
measurement. While it generates a 
tone. the processor is not available for 
other tasks, including interrupt han- 
dling. The tone generator may be 
switched off for silent measurements, 
or to prevent slowing down of the in- 
terrupt processing. The buzzer setting 
displayed after pressing START may be 
changed (toggled) by pressing the EDIT 
key. 


Pulse on output 

The GATE output on the instrument is 
logic high (1) during the gate time of a 
measurement, and (2) as long as the 
counter is waiting for a signal edge 
(options: period analysis: signal pre- 
sent). 


Pulse on output: preset time 
The instrument prompts you to enter a 
timing period. 


Pulse on output: on stop 

Al the end of the timing period set up 
by the timer function, a l-us long 
pulse appears at the GATE output. 
This option is only useful with rela- 
lively long times, since the delay be- 
tween the start of the timer and the 
actual start of the liming period can 
not be defined, and may be about 
100 us. 


Pulse on output: on start 

A 1-us long pulse appears at the GATE 
output on the start of the period set for 
the timer. This option is only useful 
when the user is alerted (by the 
buzzer) that the timing period is fin- 
ished. 


Pulse on output: on start and stop 
In this mode the GATE output supplies 
a 1-s pulse at the start and the end of 
the timing period. When a timing pe- 
riod of 1 us is set, the output supplies 
only one pulse. 


Settings: inactive level 

This option allows you to define 
whether the ouipui, when inactive, is 
logic high or logic low. The inactive 
level selection has no effect on the 
basic mode of the instrument, or dur- 
ing menu entry. 


Preset time: period time 
You are prompted to enter a pulse pe- 


riod at a resolution of 1 us. The value 
entered is used by the software to gen- 
erate a space duration and a mark du- 
ration (space’ = pulse inactive level: 
‘mark’ = pulse active level). The mark 
and space times are made cqual if the 
programmed period is a whole num- 
ber, while they differ by 1 is if the pe- 
riod is not a whole number. The 
smallest period that can be pro- 
grammed is 4 us (250 kHz). 


Preset time: pulse mark/space 

This menu option allows you to assign 
individual durations to the mark and 
the space time of a pulse. 


Stop: STOP key 
The pulse generator stops when the 
STOP key is pressed. 


Stop: preset pulse 

Apart from the continuous pulse train 
mode, you have the possibility to pro- 
gram the number of pulses after which 
the generator switches off. Owing lo 
the limitations of the software, this is 
only possible if either the mark or the 
space duration is greater than 256 is. 


Stop: 

- channel C 7 edge 

- channel C J edge 

Depending on the option chosen, the 
frequency generator (timer) stops when 
a positive (T) or negative (J) pulse level 
is applied to the channel C input. 


Settings: pulse polarity 

This submenu allows you to define the 
mark (active pulse level) as a negative 
pulse level. The level of the space is not 
taken into account. 

Function: manual counter/zero 
counter 

In contrast with the function ‘pulse 
counting’, every count event is dis- 
played in this mode. Counting can be 
in the ‘up’ or ‘down’ direction. 
Provision has also been made to count 
into the negative range. The manual 
and zero counter differ only in respect 
of the effect. of a signal edge on chan- 
nel C. In the zero counter mode, each 
H-L edge (or L-H edge. depending on 
your selection) causes the counter 
value to be decreased by one. By con- 
trast, the manual counter is increased 
by one on every H-L or L-H signal edge 
detected at the channel C input. 


Preset: zero/user defined 

The start value of the manual and zero 
counter can be set to zero or a user-de- 
fined value, which can be any positive 
number. 


Output: active when count = 0 
The output goes active when 
counter reaches state ‘zero’. 


the 
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Output: active when count + 0 
The output goes active when the 
counter state is nol zero. 


Output: pulse when count = 0 
The output supplies a 1-s pulse when 
the counter reaches state ‘zero’. 


Output: pulse per count 
The output supplies a pulse on every 
counter state change. 


Miscellaneous 

In addition to the key combination 
‘BREAK’ (MENU and ENTER pressed 
simullaneously), pressing ENTER and 
START simultaneously allows you to 
load a start value into the manual and 
zero counters. Furthermore, the com- 
bination ENTER and STOP ends the 
counting process just like a ‘BREAK’, 
The START and STOP keys may be 
used to increase and decrease the 


counted value respectively in steps of 


one count, 


Status indications and 
other reports 


During the measurements, the instru- 
ment produces a number of status in- 
dications on the display. An icon that 
indicates the measurement function is 


BUILD THE ELEKTOR 


ELECTRONICS 
MULTIFUNCTION 


shown in the upper left-hand corner of 


the LCD, followed by letter of the chan- 
nel letter (A, B or C) on which the mea- 
surement is taking place. Next come 
an indication about the way the gate 
time is determined, and the current 
state at the end of the line. The mean- 
ing of the letters and symbols is as fol- 
lows: 


A measurement on channel A. 
B measurement on channel B. 
GT gate time supplied by gate 


time generator, 


C+ gate time equals high phase 
on channel C. 

c- gate time equals low phase 
on channel C. 

ct gate time started and 
stopped on L-H edge. 

cl gate time started and 
stopped on H-L edge. 

TA gate time determined by 
pressing START key. 

ss gate time started with START 
key and stopped with STOP 
key, 

ready instrument waiting for start 
condition. 

waiting instrument waiting for signal 
(edge) on channel. 

running instrument busy performing 


measurement. 


stopped measurement finished. 


The second line on the LCD indicates 
the measurement result or the inter- 
mediate results. The signs that appear 
have the following meaning: 


> intermediate value shown. 

# final result shown. 

> EDIT mode — value may be 
edited. 


Finally, the error reports: 


Counter overflow: the total number of } 
pulses counted at the input has ex- 
ceeded 232, | 
Gate time overflow: a gate time | 
greater than 232 tts has been set exter- 
nally. 

Result overflow: the result calcula- 
lion yields an overflow. 

Period too short: a too short period 
was entered, or the sum of the mark 
and the space time is too short. 


Next month's instalment will discuss 
the functions of the serial port on the 
instrument. As already mentioned in 
part 1, the measurement principles 


used in the counter will be discussed 
in a separate article. al 
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DUAL VIDEO AMPLIFIER 


A good video amplifier has a 
bandwidth considerably greater 
than that of the average video 
signal. Furthermore, it is utterly 
stable, and provides input and 
output impedances that match 
directly to coax cable. Phew! 
What requirements! Well, this 
article describes such an 
amplifier, based on Maxim’s 
MAX457, which contains two 
very fast CMOS opamps. 
Applications: an ultra-compact 
video splitter/crosspoint 
amplifier, or a flash D-A 
converter driver. 


Design by J. Sonderbrink 


HE two amplifiers contained in the 

MAX457 are unity-gain stable 
video amplifiers capable of driving 75- 
Q loads with a -3-dB bandwidth of no 
less than 70 MHz. They are marked by 
a small input capacitance (typ. 4 pF), 
an input bias current of 100 pA, anda 
high isolation between amplifiers (typ. 
72 dB at 5 MHz). Ideal, therefore, for 
building a top-performance video split- 
ter/amplifier from a minimum of com- 
ponents, or, indeed, a drop-in 
amplifier for almost any wideband ap- 
plication up to about 70 MHz. 

As shown in the circuit diagram of 
Fig. 1, the amplifiers operate from a 
+5 V symmetrical supply. Power con- 
sumplion is of the order of 350 mW. 
Only a handful of external components 
are required to put the MAX457 to 
work. Here, the amplifiers are dimen- 
sioned for a voltage gain of x2 at a load 
impedance of 150 © by using 1kQ05 
and 1-kQ feedback resistors (R1-R2 
and R4-Rs). Table 1 shows the relation 
between the closed loop gain, band- MAX457 
width, optimum load impedance and 
the values of Ri and R2. 

The small capacitor (C3; C4) be- 
tween the output and the -input of 
each amplifier serves to prevent peak- 
ing at high frequencies. Peaking could 
be caused by the (small) input capaci- 
tance of the amplifier in combination 
with the relatively high impedance of 
the feedback resistors when the gain is 
on the low side. At 50 MHz, for in- 920153 - 11 
stance, the feedback resistors cause a 
substantial phase delay, which can be 
largely eliminated by adding C3. At Fig. 1. Circuit diagram of the dual video amplifier: a standard application of the MAX457. 
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Fig. 2. Single-sided printed circuit board for 
the video amplifier. 


higher closed-loop gains (say, x5 or 


DUAL VIDEO AMPLIFIER/SPLITTER 


COMPONENTS LIST 


Resistors: 
2 1kQ05 
2 -1kQ 
2 762 


Capacitors: 
2° 100nF 
2 6pF8 


R1;R4 
R2;R5 
R3;R6 


€1;C2 
_ C3;04 


Semiconductor: 
Pt... MAX457CPA IC1 
Miscellaneous: 
3 phono socket for 
PCB mounting K1;K2;K3 
1 metal enclosure, e.g., 
Hammond 1590LB 


Table 1). Observing this rule will result 
in minimum overshoot and ringing in 
the output signal. It is generally safe to 
use loads smaller than 150Ayc,.- 

The optimum load impedance of the 
amplifiers as shown here is 75 Q. 
When the input is driven by a coax 
cable, Ki should be shunted by a 75-Q 


Table 1. ? 
Gain and load resistor selection 


f. ae B : 


(MHz) 


70 
50 
40 
25 


when the printed circuit board shown 
in Fig. 2 is used. Connectors Ki and K2 
are RCA-style phono sockets for PCB 
mounting. In view of the high frequen- 
cies involved, the amplifier is best 
housed in a small meial enclosure. A 
suggested type is given in the compo- 
nents list. a 


Source: 

MAX457 dual CMOS video amplifier, 
Maxim datasheet. 

Maxim Integrated Products, 120 San 
Gabriel Drive, Sunnyvale, CA 94086, 
U.S.A. Telephone: (408) 7377600. Fax: 
(408) 7377914. 


more}, C3 serves little purpose and resistor. 
should be omitted, 
To cnsure that the amplifier does Construction 


not oscillate, the load resistor (R3: Rs) 
should be nominally 75Ayc;, (ohms) 
where Aycy, is the closed-loop gain (see 
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CONVOLUTIONAL AND BLOCK CODES 
FOR MULTIPLE ERROR DETECTION 


Introduction 


The development and widespread use of data 
communications over recent years means 
that methods of error detection and cor- 
rection have become more sophisticated. 
It is no longer sufficient for a code to be 
able to correct one error per block. 

The purpose of this article is to review 
the methods for multiple error detection. 
Itis assumed that the reader is familiar with 
the basic ideas of Coding Theory. A simple 
overview of the (7,4) Hamming Code is 
given in Appendix 1. 

Inthe article it is assumed that syndrome 
decoding is in use unless otherwise stated. 
This requires some explanation. In general, 
an encoding operation can be represented 
as a matrix. The original r data bits are 
transformed into 7 bits that are, in turn, 
transmitted or stored. 


£11 812 #13 ----81r | [ % Yn 

821 8299 893 .--89r || %r-1 ¥Yn-1 
8n18n2 8n3-~ Snr xy ¥1 

G-x=y. [Eq. 1] 


Each y, is a combination of the r bits of 
the input block. The individual blocks can 
be considered as n-dimensional vectors or 
as polynomials of degree (n—1)(see Appendix 3). 
The decoding operation is more than just 
the reverse of encoding. It must reproduce 
the original data bits but it must also check 
the validity of this data. If y is corrupted 
during transmission, it can be rewritten 
as (y+e), where e is the error vector. The 
decoding operation uses a parity check ma- 
trix H (discussed in Section 3) to calculate 
a syndrome as follows: 

Hyt+e)=H-y+H-e=s. [Eq. 2] 
However, the check matrix is chosen such 
that H-y=0, which results in 

H-e=s, [Eq. 3] 
where s has dimension (n—r), which is the 
number of check bits added to the original 
data block. Thus the operation does not 
deduce e directly as may have been ex- 
pected. A particular syndrome must be 
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matched to a particular error combination. 
Obviously, the set of possible syndromes is 
the effective limit on the suitability ofa code. 
The total number of possible syndromes is 
2'+| whereas the total number of data blocks 
is 2. The total number of code words is the 
same as the number of data blocks, 2’. Each 
data block has its corresponding check bits 
and, consequently, the check bits are not 
independent of the data bits. The genera- 
tion and interpretation of a syndrome are 
the error detection and correction parts of 
any decoding operation. To detect. ¢ errors 
in a block of size n, the code must be able 
to identify "C,=n!/[t!(n-4)!] different combi- 
nations of the ¢t errors. This figure, in order 
to allow for the full range of errors from no 
error to ¢ errors, becomes L')-)"C). There 
are other forms of decoding (for instance, 


Viterbi Algorithm for convolutional codes), 
but these are not discussed in this article. 
The two main methods of coding, convolu- 
tional and block codes, are explained in 
the following three sections. 


2. Convolutional codes 


Consider the arrangement of Fig. 1. This 
is a typical convolutional encoder called a 
Hagelbarger Code. It does not require the 
division of the sequence of data bits into sep- 
arate blocks of specific lengths where the 
individual blocks are encoded. The check 
bits are generated according to the equation 


c,=(d,,4+d,,9) mod 2 [Eq. 4] 


and are transmitted before the corresponding 


Fig. 1. Hagelbarger convolutional encoder. 


d, (corrected) 


o/p 


930009-12 


Fig. 2. Decoder for Fig. 1. The output is at bottom right. 
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data bits. The full transmitted sequence of 
bits consists of data and check bits in the 
appropriate order with n=1 in the first po- 
sition. The decoding operation is in Fig. 2 
and requires the two equations 


¢,4=(d,+d,,,4) mod 2 [Eq. 5] 
and 
c,.s=(d,,_4+d,) mode 2. [Eq. 6] 


If the received d, is incorrect, the out- 
put of the AND gate is ‘1’. The method of 
correction is simply to add modulo 2 in an 
XOR logic operation the output of the AND 
gate to the received d,. If any of the other 
four bits are corrupted, the output is ‘0’. 
Consequently, the circuit provides only for 
the correction of d, provided it alone has 
been corrupted. For example, if ¢,, is also 
changed, then d, would not be corrected 
because the input to the AND gate would 
change. It should be noted that the calcu- 


CONVOLUTIONAL AND BLOCK CODES FOR MULTIPLE ERROR DETECTION ag 


lation of a syndrome as per Section 1 is not 
required. 

Consider the alternative circuit in Fig. 3. 
This is the method proposed by ETSI for 
the transmission of data at 1200 bits sin 
the Land Mobile Service. The encoding op- 
eration is given by 

¢,=(d,_;+d,-9) mod 2. [Eq. 7] 

The decoding operation, as illustrated 
in Fig. 4, requires two additional equa- 
tions: 


py) =(d,+d, 1) mod 2 [Eq. 8] 
and 
€,49=(d,,)+d,,) mod 2 [Eq. 9] 


to calculate the syndromes. During three 
successive shifts owing to incoming bits at 
stages (n+1) and (n+2), the syndromes s,, 
S,4] and s,,) are calculated and shifted into 


930009-13 


Fig. 3. Convolutional encoder for transmission of data in land mobile services. 


930009-14 


Fig. 4. Decoder for Fig. 3. 


Fig. 5. Convolutional encoder for the DSRR Speech Codec; c,,, refers to the first 
and subsequent odd-valued terms; c,, refers to the second and subsequent even- 
valued terms of the output sequence. 


ELEKTOR ELECTRONICS JANUARY 1993 


the 3-stage shift register on the right. If 
the received d, is incorrect, the state of the 
shift register is(1,1,0) from left to right, The 
received d, is used to calculate s,,; and s,, 
as per equations [8] and [9], but s, as per 
equation [7] should be ‘0’. To avoid an error 
in the correction procedure, the next erro- 
neous bit could not occur before d,,,. The bits 
Car Angi, CratsAns9s Cns2s Ana3, Cyy3 Must be correct 
to maintain accuracy. Thus the code can only 
correct one error provided that the follow- 
ing error is at least eight bits later on. In 
the previous example the syndromes were 
not required since the check bits preceded 
the appropriate data bits. 

Figure 5 shows a convolutional code 
used by the speech codec in the ETSI spec- 
ification for Digital Short Range Radio 
(DSRR). The equations are 


Cy, j=(d, +d, 3+d, 4} mod 2 (Eq. 10] 
and 
Cy,=(d,+d,;+d, 3+, 4) mod 2. [Eq. 11] 


The data bits are not transmitted in their 
original form as part of the output sequence. 
If d, at the input is varied, then part of the 
output sequence between cy,; and C943 is 
affected. This is known as the Constraint 
Length and is the length of the output se- 
quence which is affected by the alteration 
of one bit at the input. This is not a formal 
definition and different explanations are 
used in some textbooks. 

The ETSI specification does not state a 
decoding operation which is left to the man- 
ufacturer. However, a typical decoder would 
use 

d,,_;=(Cy,_j+C9,) mod 2, [Eq. 12] 
but the calculation and interpretation of the 
syndromes are more complicated. Appendix 2 
gives a breakdown for stages 1 to 18. In 
general terms, to test a value for d, with 
complete accuracy, the syndromes corre- 
sponding to cy, 7 to Co,)) are required. d, 
must be the only corrupted bit between d,_, 
and d,,;. The particular syndromes, which 
are calculated using the estimated d,, should 
be ‘V’ and the other should be ‘0’. In order 
to test d, computed from c»,,; and ¢,,) as 
per Eq. 12, a simple decoder could check 
the two preceding syndromes s),_; and sy. 
This has the advantage of not needing the 
calculated values of d,,; to d,,4. The proce- 
dure is as follows. 


a) d, is calculated from c»,,, and cy,,) as per 
Eq. 12. 

b) The calculated values of d,, dj), dj3, dys 
are used to generate new values (esti- 
mates) of ¢y,_; and Cy. 

c) The estimated values of ¢),_; and cy, from 
b) are compared with the original received 
values to deduce the syndromes sy,_; and 
89,. If the d, deduced in a) is erroneous, 
then both syndromes should be ‘1’ and 
d, can be corrected. 
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In the actual DSRR standard this convo- 
lutional code operates on a block of 43 bits 
to produce a new block of 86 bits. The reader 
is referred to the specification for a de- 
tailed explanation. The comments after 
eq. [12] are purely personal and are not in 
the standard. 

The previous nine equations describe the 
arrangements within shift registers and are 
written in terms of stages (i.e., time) dur- 
ing their operation. The arrangements can 
also be expressed as polynomials over GF(2) 
as 


glx y=xtet41 [Eq. 13] 


gixattxitxe] [Eq. 14] 
for the DSRR of Fig. 5.¢)(«) and g(x) are known 
as generator polynomials and the term ‘x’ 
represents a shift or delay through one 
stage of the shift register. This represen- 
tation is used in the more advanced text- 
books. 

In general, convolutional codes on their 
own can be limited, but are usually in- 
cluded with cyclic codes and block permu- 
tations to form a hybrid system. 


3. BCH codes 


A BCH code is a cyclic code with certain 
mathematical properties to detect multi- 
ple errors. Before proceeding further, cyclic 
codes must be explained in some detail. 

A cyclic code is a block code that uses a 
generator polynomial to produce the check 
bits. If the block size is n, then code words 
are written as polynomials over GF(2) (see 
Appendix 3) as follows: 


W(xJ=[Wy, Wy,» Wa, Wyl= 


aw axhlew, t+. twartw). [Eq. 15] 

The first r bits, which represent the 
higher power terms of the polynomial from 
x™! to x“, are the original data bits and 
the following (n-r) terms are the check 
bits. The generator polynomial g(x) must 
be a factor of (x'+1), that is, g(x) must di- 
vide (x"+1) with no remainder. 

Consider an example g(x)=(x'+x+1) with 
n=7. The procedure to encode the data block 
{1,1,0,1] is as follows. 


a) Anestimate of w(x) is taken as (x#+x5+2') 
from the data block. 

b) w(x) from a) is divided by g(x). 

c) The remainder in b} is added back to 
the estimate in a) to form w(x)=(x!+2+4 
+x'+1) which is the new code word. 


Thus, [1,1,0,1] has become [1,1,0,1,0,0,1] 
with the addition of three check bits into the 
positions that are low powers of x as per 
above. It should be noted that g(x) also di- 
vides w(x). 

At the decoding stage, the received w(x) 
is validated by computing w(x)-A(x), where 
g(x)-h(x)=(x"+1), whichis know as the Parity 
Check Polynomial. Thus, A(x) is the other 


Position 
64 63 62... 17 16 15 14... 2 1 
dy dg dy ... dy C5 Cy Cy. Cy 

Data bits Check bits Parity bit 


Fig.6. BCH code used for the transmission of data in the Land 
Mobile Service. The importance of the parity bit is that it de- 
tects an odd number of errors. 


factor of (x*+1). The multiplication opera- 
tion uses x"=1, x*t!=x, and so on (see Ap- 
pendix 5). For the previous example, A(x)= 
(xt+ax?+x+41) and h(x)-w(x)=0 to indicate that 
w(x) is correct. If w(x) is corrupted such 
that (x'+x}+1) is received, then the result 
is (x5+x54+%241) and not 0. This is the equiv- 
alent of A(x)-(x*4+0+1). 

Usually, the method of deduction ofa syn- 
drome is to calculate check bits from the 
received data bits. The generated an d re- 
ecived blocks of check bits undergo an XOR 
between corresponding bits to produce the 
syndrome vector. Then, the syndrome is 
matched in a look-up table for the corre- 
sponding error vector and the received data 
block is corrected. The encoding and de- 
coding operations can also be represented 
in the form of a matrix where G and H are 
the generator matrix and parity check ma- 
trix respectively. Thisis only a matter of pre- 
sentation. The polynominal form has been 
given here as the matrices were used in 
Section 1. 

In order to detect one error per block, a 
code must have a Minimum Distance of 
3 as per Appendix 1. This is the minimum 
number of variations between two code 
words. This figure becomes (2¢+1) for ¢ er- 
rors per block. For a BCH code, the genera- 
tor polynomial must be primitive (see Ap- 
pendix 5) and contain 2é consecutive roots. 
For example, if ‘a’ is a primitive root of 
(x"+1), then the generator polynomial must 
have a, a’, a’, ... , a as roots. There may 
be other roots to satisfy the condition that 
the polynomial is over GF(2) and, conse- 
quently, all coefficients must be ‘0’ or ‘1’. 
However, the previous condition must be 
satisfied. Consider the example of n=15 as 
follows: 


(a! 41 =Car 1) (ort 1) Crt 1) (ctx 4-1) 
(xt+axt+a2+x41). [Eq. 16] 


In order to detect and correct three er- 
rors per block, the MINIMUM DISTANCE must 
be 7. Hence, a BCH code must have 6 con- 
secutive powers of a primitive root as roots 
of its genera] polynomial. For example, 


Bx a(x ext) (ctor 1) (cttaterttat 1) 
or 


(xctoxt]) (clad 1) Ccttoteatext 1) 
[Eq. 17] 


would be suitable and would result ina(15,5) 
code of 5 data and 10 check bits. In Performance 
Specification MPT 1317, a (63,48) BCH code 
with generator polynomial (x!54+x44x4.ll 
+xt4+a°+1), which is a factor of (x41), is 
used. An additional parity bit is added to 
produce a (64,48) block code. It has a MIN- 
IMUM DISTANCE of 5 and is capable of detecting 
4 errors per block or of detecting and cor- 
recting 2 errors per block. The reader is 
referred to the References for further study. 


4. Golay code (23,12) 


This is a block code that deserves special 
mention owing to its unusual properties. 
The block size is 28, but 12 are data bits. 
Since this leaves 11 check bits, there is a 
total of 2"=2048 different error combina- 
tions. Hence, the code can, at least in the- 
ory, identify up to 2048 possible paterns of 
error bits. It turns out that it can detect 
and correct up to 3 errors per block. 

There are BC, =23'[n (23—n )] possible ar- 
rangements of n errors per block. Therefore, 
for up to 3 errors the number of possible 
arrangements is 


BOC, +30, +3Cy = 
1 + 23+2534+1771=2048=2"), 


Thus, the use of the 11 check bits fits in 
very nicely with the block size and the gen- 
eral requirements of such a code. 

The code is really a cyclic code (see Section 3) 
with the factors 


(x41 )=(x41) Cll pagar pete 1) 

(xlbpa Stal pabpch teed), [18] 
Either of the last 2 factors on the right can 
be used as the generator polynomial. Since 
there are 12 data bits, this part of the block 
can be formed by 2 data blocks of 6 bits per 
block. This permits the use of alphanu- 
meric characters as the data without an awk- 
ward division of the individual] characters 
to fit the block size. Unfortunately, the 
very advantageous properties of this code 
are unique. 

In many applications of the Golay Code 
systematic decoding is used. This involves 
the calculation of a syndrome, but is more 
complicated than the precedures of the 
previous two sections. The reader is re- 
ferred to the Reference for further study. 


ELEKTOR ELECTRONICS JANUARY 1993 


BR SS en oy se ae Se 


5.Reed-Solomon codes 


Reed-Solomon (RS) (n,7) codes are non-bi- 
nary BCH codes that operate on characters 
rather than on bits. The ‘n’ and ‘r’ refer to 
the number of characters in the final block 
and the original number of data charac- 
ters respectively. If each character is rep- 
resented by m bits (e.g., ASCII), there is a 
requirement that n=2"—1. Acommon value 
is m=8, which gives a block of length 
2'-1=255 characters. This is quite large as 
the average computer screen displays 80 
characters per line. 

If an RS code is required to correct ¢ 
characters, then (n—r)=2t and the MINIMUM 
DISTANCE must be (2¢+1). For example, m=3 
and ¢=1 would require n=7 and r=5. Thus, 
each block would consist of 7 characters 
with 2 check characters generated from 
the other 5. 

The procedure for encoding is similar to 
that in Section 3, but the generator poly- 
nomial] is formed from 2¢ consecutive pow- 
ers of a primitive element of GF (2") as fol- 
lows: 


2t 
[]-e! ) 
j=l 


where ‘a’ is primitive. 

Refer to the example and explanation 
in Appendix 5. It should be noted that ad- 
dition and multiplication are in relation to 
the GF (2") and are different from the usual 
meaning. The reader is referred to the 
References for a complete mathematical 
analysis which is not required in this type 
of overview. 

The decoding process requires the cal- 


CONVOLUTIONAL AND BLOCK CODES FOR MULTIPLE ERROR DETECTION 


culation of 2¢ syndromes in accordance 
with the number of check characters. This 
is followed by a solution of 2é simultane- 
ous equations. A number of algorithms 
have been developed for this purpose. However, 
there are computational problems for large 
values of m. 

Reed-Solomon (n,r) codes have been im- 
plemented on integrated circuits and are 
used for compact discs. 


6. Conclusions 


Sections 2 to 5 give an overview of the most 
common codes. Every method has advan- 
tages and limitations which must be weighed 
according to circumstances. In reality, asys- 
tem would consist of a hybrid of the vari- 
ous methods such as the procedure in Fig. 7. 


INPUT 
L 
BCH CODE 
L 
PERMUTATION 
L 
CONVOLUTIONAL CODE 
J 
OUTPUT 


Fig.7. Encoding procedure which uses 
the various methods in cascade. 


The purpose of the permutation is to re-order 
the bits between the two main methods of 
block and convolutional coding. In many ap- 
plications it may be omitted. A particular 
design reflects the requirements and ap- 


plication . Although convolutional codes 
do not require a block size, they would be 
operating on a block in a hybrid arrange- 
ment in the majority of cases. For exam- 
ple, the DSRR speech codec consists of a BCH 
code followed by a permutation, a convolu- 
tional code operating on a block of fixed 
length, and a second permutation. This 
has been discussed in a separate article on 
DSRR'. 

Future developments will probably de- 
pend on better methods of implementa- 
tion. However, a useful point to note is that 
even if a coding procedure is not capable of 
correcting a large number of errors, it can 
still validate data for accuracy. | 
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Appendix 1: (7,4) Hamming Code 


d; dy ds d; 

This is a block code that turns 4 data bits into a new block of 7 
bits. The positions of the various bits in the new block are: Oo 0 O O 
0 Oo O | 
Position MSB 7 6 5 4 3 2 1 LSB 0 O | O 
0 oO | l 
Bit dy dg ds cy cy cp Cy oO tt 0 0 
Oo J! 0 1 
The 3 check bits are derived from the 4 data bits by the following Oo | I @Q 
equations: Oo | | ] 
1 0 O 0 
¢y=(d3+d;+d>) mod 2; L OF O | 
I 0 1 O 
cy=(dy+de+d;) mod = | 0 ] ] 
| 1 0 O 
cy=(d;+dy+d;) mod 2. l re, 
l | 1 0 
The 3 check bits have 2!=8 combinations. Hence, the code can de- | 1 ] 1 


tect one error per block. The set of possible code words is shown 


in the table in the opposite column. 


There isa minimum difference of 3 bits between any two code words, 
which is known as the MINIMUM DISTANCE. To detect 2 errors, this 
distance must be 4 and to correct 2 errors, it is increased to 5 and 


so on. The procedure to correct an error is: 
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d; incorrect — cy, ¢:, c; are not validated 
ds incorrect — c,, c) are not validated 
d; incorrect — c;, c; are not validated 
ds incorrect —> ¢), c; are not validated 


0 0 0 0 1 l | 
0 0 | 1 0 O l 
Oo 2 J | | 1 0 
0 Lt O l 0 dt O 
GO l I O J 


The sum of the indices 
of the check bits that 
are not validated gives 
the location of the error. 
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Appendix 2: Convolutional code for the DSRR 
Speech Codec 


Rn Transmitter Receiver 
cj=d, Dal 
i. c=d, Oo Sy 
cy=d) 83 
2 cy=dy+d; d, S4 
c= dy 85 
3 c=dyt+dy dy SF 
c=dy+d; S? 
4 cy=d,+d)+d) ds Si 
cg=ds5+d)+d, 84 
5 cw=ds5+dy+do+d; dj 84) 
cy =detdy+dy sy 
6 Cy=det+d;+dy+dy ds 812 
Cc y=d-+d+d) $3 
7 cy=dr+de+dy+dy d, S\4 
cy=dytds+dy $145 
8 Cy=det+d-+d5+dy d; Sig 
Cc 7=dyt+dy+d; Sij 
9 C= dy + dgt+dy+d; dy 318 


The left and right sides show the encoding and decoding op- 
erations respectively. Consider the required procedure to test 
the calculated d;, computed at the receiver from cy and cy, for 
possible correction. This value must be used to calculate so, sy, 
S15, 81g, 8];, and sig as indicated. If d; is the only incorrect value 
owing to an error in cy or ey, then these syndromes should be 
‘l’ and the other syndromes ‘0’. In a simple decoder, sq and sy 
could be used, which would avoid the successive terms dy, dz, ds 
computed after d;. 


Appendix 3: Polynomials over GF(2) 


Consider the following two polynomials 


fiixd=x!+x2+1 
filxd=x*+x+1, 


The coefficients of the various powers of x are all ‘0’ or ‘1’. The 
various operations do not change, b ut the individual terms must 
be added m odulo 2. For example, the product of the two polyno- 
mials, 


filx)-filod=xitxt 1, 


has degree 5, but the terms x/, x’, and x*, which would result in a 
multiplication in the usual manner, are not present. This is be- 
cause x!+x'=0, since 1+41=0 mod 2. The same cancellation occurs 
for x} and x’. In the article all polynomials are of this form. 

An irreducible polynomial over GF(2) is one that cannot be 
factored such that the factors are also polynomials over GF(2). 
For example, (x*+x+1) is irreducible, but (x?+1) is reducible. Since 
(x!+1} equals (x+1) over GF(2), (x+1) is a factor of (?+1). 


Appendix 4: Galois Fields 


The expression GF(2) means a field of 2 elements (0 and 1) and 
the arithmetic operations of addition and multiplication are mod- 
ulo 2. The term field has a very precise mathematical meaning. A 
set A=(a,, Gy), -.. ,@y, aj} is a group under the operation ‘” if it sat- 
isfies the following four properties. 


1) Closure (q;-a;) is also in A for all i and j. 

2) Associative Law (q,-a;)-aj=a;-(a;-a,) for all i, j, R. 

3) Identity a;-e=a, for all i for a particular element ‘e’ in A. 

4) Inverse a;-a;!=e for alli. Every element has an inverse that 
is also in A. For example, e is zero or one for addition or 


multiplication respectively. 
5) If a;-a=a;-a; for alli and j, the set is a commutative group. 


The set of integers modulo n: {0, 1, 2, 3, ... , (n—1)} is a group 
under addition. This is obvious and does not require proof. It is 
also a group under multiplication, but n must then be prime. If, 
in order to satisfy the CLOSURE property, n=a-b, where a and 6 are 
integers smaller than n, a-b=0 means that a=0 or 6=0. Hence, n 
must have no factors and must be prime. For example, take n=17. 
The arithmetic is modulo 17 and all integers must be 0, 1, 2, 
..., 16. The first two properties are obvious and IDENTITY e=1. 
Thus, the only outstanding property is the INVERSE. If a=19, there 
must be an element such that a-b=1 mod 17. If b=2, a-b=18, which 
gives aremainder andis the IDENTITY, on division by 17. Consequently, 
2 is the multiplicative inverse of 9 for a multiplication operation 
mod 17. Similarly, 13 would be the inverse for 4, since 13x4=52 
and the remainder on division by 17 is 1. Every clement has an 
inverse within the set. Hence, it is a group un der multiplication. 

A field is a commutative group under addition and under mul- 
tiplication. GF(2) has just 2 elements, but satisfies all the condi- 
tions. The arithmetic operations are modulo 2. It is a finite field 
in that it has a finite number of elements. Every finite field is of 
the form GF(p") where p is a prime and m is a positive integer. 
This point need not be considered further for this type of article. 


Appendix 5: Cyclic Groups 

A cyclic group is one that has a generator element as follows: 
fa, a*, a’, ... , a™!} where a"=e=a": Consider the following set of 
eight elements 


a''=(0,0,0) 
al=(0,0,1) 


a2=(0,1,0) sa a? a! 3a! a) ab aia! 
a’=(0,1,1) | 
a‘=(1,0,0) 

a=(1,0,1) 

a=(1,1,0) 


ai=(1,1,1,). 


If the operation ‘’ is defined in the usual manner with a-al=al", 
the set is a cyclic group with a! as the generator. 


a*-a'=(0,1,0)-(0,1,1)=a5=(1,0,1) 


as per the table. Terms such as a‘=a! and a'=a! and so on. In elec- 
tronic form, the operation ‘-’ as defined is the equivalent of addi- 
tion with carry up to but not including the MSB. 

The equation x"+1=0 has nr roots that form a cyclic group of 
order n and can be represented as in the example. It must be em- 
phasized that a’ is not necessarily ‘a squared’ in the usual sense. 
A primitive root (e.g., a") is a generator for the full group: a", 
(a"), (a) and so on with no missing terms. The sequence does 
not repeat until n stages has been reached. For a non-primitive 
root, this is not the case. 

A primitive polynomial has a primitive root (or roots) as de- 
fined above. The polynomial is over GF(2) as per Appendix 3, but 
the root(s) is usually complex. 


ELEKTOR ELEC 


READERS’ LETTERS 


ARE DESIGNERS GETTING STALE? 
Dear Editor—Many electronics magazines 
have a tendency to repeat constructional pro- 
jects over the years. Elektor Electronics is 
not too bad, but I have noticed that some 
other magazines continually repeat certain pro- 
jects. [tis as though they are stuck for new 
ideas, and yet there are many projects that 1 
have never seen in an electronics construc- 
tion magazine. Two examples: an audio pick- 
up probe with increased sensilivity and a pro- 
gressive wire locator system. Although both 
devices are common in the USA*, they are 
notavailable here in the UK and would, there- 
fore, lend themselves to a future constuction 
project. 


P. Male, Pershore 
* Available from Time Motion Tools, 12778 


Brookprinter Place, Poway, CA 92064, USA, 
Telephone (619) 689 7272. 


Your letter has been copied to our Head of 


Design, as well as to several of our American 
free-lance contributors. Note, in passing, that 
we have published one or two wire locators 
over the years, which have proved very pop- 
ular, However, these used components that 
are now out of date, so replacements based 
on modern components would be no luxury. 

Editor 


LFA150-A Class-A 
amplifier 


November and December 1991 
Replacement for 2SK146V. 

We have recently been informed by 
Toshiba that the dual FET Type 
2SK146V used in the LFA150-A design 
is no longer manufactured. The 
2SK146V is not a dual FET in the true 
sense of the word, i.e., there are no two 
FETs on a single chip. Rather, it 


THANKS! 

Dear Editor—I would like to put on record 
my sincere thanks for the help received as a 
direct result of your including my cry for 
help in repairing my Freeway phone (Letters, 
November 1992). lespecially appreciated the 
speed with which you phoned through de- 
tails of the other readers who were offering 
assistance. The phone is now working again! 
] would also add that your magazine was the 
only one of three which | contacted that was 
prepared to assist. 


1M. Tasker, Grantham. 


fam pleased to read that your troubles have 


been resolved with our assistance. One of 


our aims ts to help readers in trouble: we don’t 
always succeed, but we always try. Editor 


AM BROADCAST RECEIVER 
(October 1991) 
Dear Editor—I am attempting to construct the 
‘AM Broadcast Receiver’, but | am having 
difficulty with the PLL section. This is be- 
cause on the circuit the marked pin connec- 
tions of IC, do not appear to be correct. 


S. Farrant, Yangebup, Western Australia 


The ‘pin numbers’ of the 4053 in the PLL 
are not incerrect; they are not pin numbers 


CORRECTIONS 
AND 


UPDATES 


consists of two FETs, each in its own 
enclosure, which are held together by 
a metal ring. Such a construction is 
readily reproduced by clamping two 


but pin function indications. What you may 
have read as ‘10’ and ‘11", are acutally ‘10’ 
and ‘H]’, that is, ‘input neught’ and ‘input 
one’, respectively. Other readers may also 
note that in our circuit diagrams pin num- 
bers are always printed outside the IC and 
pin functions inside. 

The 4053 contains three identical change- 
over switches with a common inhibit con- 
trol, The reason that we have not given pin 
numbers tn this particular case ts that there 
isno corresponding PCB design. Constructors 
are, therefore, free to choose tjeirown switches 
(a, b, and c}), which are tdenticat. Editor 


PHONE/FAX INTERFACE 
Dear Editor—] have come quite frequently 
across people who would like to use their 
internal fax modem in a single line mode 
and thus require a phone/fax interface with 
the ability to handle an answering machine. 
Additionally, it would be useful to provide 
some ideas of how to protect your phone 
line from lightning strikes effectively and 
reduce line noise at the same time, Some of 
the input circuits of the inexpensive modems 
are rather flimsy in this regard. Here in Florida 
this is an ongoing problem and Iam sure there 
is a requirement for such protection in other 
parts of the world. Do you have an expert on 
phone line interface circuits who could either 
design such a phone/fax interface or do you 


2SK147V FETs together, using a small 
piece of metal (e.g.. copper or brass). 
The photograph illustrates the 
construction of the replacement dual 
FET. In practice, the ‘imitation’ works 
perfectly. Note, however, that the pin 
connections of the replacement FET 
are different from the original 2SK146, 
which has facing identical pins. By 
contrast, the dual 2S5K147V_ con- 
siruction has identical pins in 
mirrored positions. Fortunately, this is 
simple to resolve by bending the outer 
pins (drain and source) of one FET 
such that the pin positions are 
swapped. (920163) 


Sound sampler for Amiga 


November-1991. /‘/f ). 
Capacitor C9 is mising from the parts 
list and the circuit diagram. C9 is a 
100-nF decoupling capacitor fitted 
near 1C7 (sce component overlay). 

LEDs D2 and Da should be transposed, 
both in the circuit diagram and the 
parts list. D2 is the ERROR LED, and 
D4 the LEFT LED. (920074 


wees ph vo ney gt 
Pat 
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have an idea where [ could obtain literature 
describing the same? 


Jurgen Kruppa, Delray Beach, Florida 


Regrettably, we have no phone line expert 
on our staff, but trust that interested expert 
readers will come forward with ideas. In the 
meantime, we have approached various tele- 
coms operators for suitable literature and 
as soon as this to hand, we will pass it on to 
vou. Editor 


COMPONENT RATINGS 


In resistor and capacitor values, decimal 
points and large numbers of zeros are avoided 
wherever possible. Small and large values are 
usually abbreviated as follows: 


1Q-!2 
10-9 


p (pico-) 
n (nano-) 


SWITCHBOARD 


Switchboard allows all PRIVATE READERS 
of Elektor Electronics one FREE advertise- 
ment of up to.108 characters, including 
spaces, commas, numerals, etc., per month. 

Write the advertisement, which MUST 
relate to electronics, in the coupon on this 
page; it MUST INCLUDE a private telephone 
number or name and address; pose pice 
boxes are NOT acceptable. 

Elektor Electronics (Publishing) cannot 
accept responsibility for any correspondence 
or-transaction as a result of a free advertise- 
mentor of any inaccuracy in the text of such 
an advertisement. 

Advertisements will be Maced | in the-order 
in which they are received. 

Elektor Electronics (Publishing) reserve 
the right to refuse advertisements without 
giving reasons or without returning them. 


FOR SALE. Maplin Z80 computer incl. power 
supply, keyboard, PC assembler and vari- 
ous bits and bobs. £70 (shareware assem- 
bler). Please write or phone to Jonathan 
Miller, 16 Prince Rupert Road, Worcester WR5 
1AF. Telephone (0905) 358 742. 


| WANTED. Flex (6809) hardware/software. 


Please phone Phil on 081 898 8763. 


- WANTED. Time Basesby O.S. Puckle. Published 


1941/42 in association with A.C. Cossor Ltd. 
Please write or phone to Albert B. Petrie, 54 
Clober Road, Milngavie, Glasgow G62 7SR; 
Telephone 041 956 1041. 


FOR SALE. Two DX553 PA valves, £50. 2m 


PA 2x4Cx350 and PSU bits, £250 0.n.o. Phone 
Andy on (0535) 652 512. 
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uu(micro-) = 10-6 
m (milli-) = 10-3 
k (kilo-) == 103 


M (mega-) = 106 
G (giga-) = 109 


Note that nano-farad (nF) is the international 
way of writing 1000 pF or 0.001 UF. 
Resistors are !/; watt, 5% metal film types un- 
less otherwise specified. 


The direct working voltage of capacitors 
(other than electrolytic or tantalum types) is 
assumed to be 260 V. As a rule of thumb, a 
safe value is about 2x direct supply voltage. 


Direct test voltages are measured with a 
20 kQ/V meter unless otherwise specified. 


Mains (power line) voltages are not listed in 
the articles. It is assumed that our readers 


know what voltage is standard in their part of 


the world. 


Readers in countries that use 60 Hz supplies, 
should note that our circuits are usually de- 


FOR SALE. Link 110 3-tube colour studio 
camera, incl. lens, tripod, manuals, VGC. £300 
0.n.o. Phone Matt on (0636) 821 953 (eves). 


WANTED. SPO256-AL2 speech chip. Please 
write or phone Brian Busuttil, 370 Ghar Id- 
Dud Street, Sliema, Malta; Phone 334 150. 
FOR SALE. BBC Master 128 and Cuman twin 
DS 40/80T drives. Sensible offers to Mr S. 
Gojke, 7 Lewes Gardens, Whitleigh, Plymouth, 
Devon PL5 4EB. 


FOR SALE. Gould OS3000, 40 MHz dual 
trace scope, £90. 1.2 metre glas-fibre dish 
tripod AZ/EL adj 1700 MHz feed, £60. Phone 
Mr C. Scrase on (0884) 32388. 


FOR SALE. Blackstar 600 frequency meter, 
NiCds plus ant., £90. RS 50 &2 dummy loads. 
200 W, £85; 15 W, £8. Allas new. Phone Mr. 
R. Jackson on (0602) 462 189. 


WANTED. Chip for Kenwood car amp. Toshiba 
make TA7250BP (7). Please write to Mr S. 
Mercer, 16 Manor Farm Rise, North Leverton, 
Retford, Notts DN22 OBH. 


FOR SALE. CMOS RAMs 6264, £0-80; 62256, 
£1-90; 61C67, £0-80; 256 k x 4-bit DRAM, 
£2. Phone Jim on (0252) 518 538. 


FOR SALE. Portable alarm, 9 V, 120 dB 
loud siren. Write to Shih Chi Kuang, 118 
Bedok North St. 2, #04-190, Singapore 1646. 


HELP. Where can | buy the Spoerle slider 
switches for the Elektor RS232 tester (July 
1992). Call Jim on (0624) 824 380. 


| 


signed for 50 Hz. This will not normally 
cause problems, although if the mains fre- 
quency is used for synchronization, some mod- 
ification may be required. 


The international letter symbol‘ U” is used 
for voltage instead of the ambiguous ‘V’. 
The letter V is reserved for ‘volts’. 


The size of a metric bolt or screw 1s defined 
by the letter M followed by a number corre- 
sponding to the overall diameter of the thread 
in mm, the X sign and the length of the bolt 
or screw, also in mm, For instance, an M4x6 
bolthas a thread diameter of 4 mmandalength 
of 6 mm. The overall diameter of the thread 
in the BA sizes is: 0 BA = 6.12 mm; 2 BA = 
4.78 mm; 4 BA = 3.68 mm; 6 BA = 2.85 mm; 
8 BA = 2.25 mm. 


Send this coupon to 
Elektor Electronics (Publishing) 
P.O. Box 1414 
Dorchester DT2 8YH 
England 


Block capitals please — one character ta each box 
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PART 3: MAIN UNIT 


In the first two parts of this article we concentrated mainly on 
the system outline and the dissolve unit. This time, we tackle 
the construction of the main unit, which forms the central 
control of the DiAV system. As promised, we will also show 
you how all modules can be fitted into a single enclosure. 


Design by A. Rietjens 


Correction to Part 2: 

The parts list on page 22 of the 
December 1992 issue states that self- 
adhesive foil number 920022-2 is the 
rear panel foil for the dissolve unit. 
This is incorrect: self-adhesive foil 
number 920022-1 consisis of the front 
panel foil and the rear panel foil, which 
must be separated by cutting. The lay- 
outs are shown in Fig. 21. The foil with 
order code 920022-2 is for the infra- 
red remote control transmitter, which 
will be discussed in Part 4. 


After reading last month’s instalment, 
you may be wondering what to do with 
the two left over printed circuit boards. 
Well, these are used in the main unit 
to enable the connections to the 
‘printer’ and the timecode interface to 
be made in a way similar to connector 
K2. More about this further on. 

The construction and test of the 
main unit concentrate mainly on the 
Z80 card, the software for which will 
be discussed in next month’s (final) in- 
slalment. For those of you who have 


not yet built the Z80 card, now is a 
good time to do so. Do not, however, fit 
the ICs as yet. You will also need to 
build the RC-5 infra-red receiver and 
the mini keyboard for Z80 (Elekitor 
Electronics December 1992). The cor- 
responding articles will provide you 
with all the necessary construction de- 
tails — for references, see Part | of this 
article. The PCB for the mini keyboard 
needs to be modified: cut off the side 
pieces with the additional fixing holes. 
This is necessary Lo enable the PCB to 
be fitted into the main unit enclosure. 
Although the infra-red control system 
gives complete control over the func- 
tions of the DiAV main unit, a PC-XT 
keyboard may still be useful if you 
want to enter a control sequence for a 
long series of slides. To be able to 
make the best possible use of the 
infra-red control, fit the ‘repeat’ 
jumper, JP1, and short-circuit diode 
D4. This enables the Z80 card to detect 
that a key is held depressed, where- 
upon appropriate action is taken. 

The construction of the main unit is 
thus limited to cutting and drilling the 
metal enclosure. Since there are quite 
a few holes, this may take some lime. 
The fitting of the Z80 card in the Retex 
RE.4 enclosure is detailed in the rele- 
vant article. When the Z80 card is 
used in the main unit described here, 
the printer connector, K9, is omitted 
and replaced by the dissolve unit con- 
nection on Kg’. Do not solder a connec- 
tor in position K9 to prevent errors 
when the unit is wired. The connec- 
tions to the outside world are made via 
a 14-way flatcable connector, a 14-way 
flateable connector for PCB mounting, 
and a 14-way header with eject han- 
dles (side latches), which is mounted 
on adaptor board K16/K17. 

The EXT1 and EXT2 outlets are 
brought out in a similar manner with 
the aid of connector board K14/K15. 
One of these connections is used later 
to hook up the timecode interface. The 
software has a routine that looks for 
the connector to which the interface is 
actually linked. The advantages of this 
will become evident when we describe 
the ‘compact’ version of the DiAV sys- 
tem. 

Now, if you feel a little confused 
about which connections to make and 
not to make, have a look at Fig, 27, 
which shows a complete overview of 
the interconnections between the vari- 
ous modules that make up the DIAV 
main unit. 
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Fig. 27. This overview shows how the various modules that make up the DiAV system are interconnected. If everything is built into a single 
enclosure, the connector boards with K14-K17 on them, and the LED displays, are omitted. 
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Fig. 28. These two self-adhesive foils (front and rear panel) are available ready-made through our Readers Services. They can be cut to size 
to fit on three different enclosures, as indicated by the small marks at the sides. The keytop areas are flexible enough for the keys to be oper- 


ated reliably. 


A stylish front panel foil has been 
designed for the DiAV main unit. This 
comes together with a rear panel foil, 
and can be ordered as item 920022-F3 
through our Readers Services. The 
foils (Fig. 28) are supplied with 1:1 
drilling templates (Fig. 29). Their di- 
mensions are such that they can be 
used on three different types of Retex 
enclosure: the RE.4, RO.82 and 
RO.103. Depending on the enclosure 
used, you may have to reduce the 
width of the front panel foil a little (see 
Fig. 29). If you use the RE.4 enclosure, 
make sure to mark the short side first 
with a pencil, since this mark is lost 
when the long side is reduced. 

It will be noted that the front panel 
material is flexible enough to allow you 
to operate the push-buttons behind it, 
provided the cut-outs are made exactly 
as indicated by the drilling template. 


The holes for the switches are drilled 
with a 12 mm drill. Use the drilling 
template and a centre punch to mark 
the locations of the switch corners (see 
Fig. 31), and a small file to make the 
actual ‘corners’. 

The keyboard PCB is mounted such 
that the keytops protrude a little from 
the aluminium surface. The LEDs 
must, however, not protrude, and are 
best soldered after the keyboard has 
been mounted at the right distance 
from the front panel. Since it is neces- 
sary to accurately adjust this distance 
(smaller than 5 mm), it is best to use 
stiff springs as PCB spacers. 


Power supply 


If all modules are fitted in separate en- 
closures, two mains adaptors suffice to 
power the control system: one 1-A 


mains adaptor with a.c. output for the 
dissolve unit, and one with 1-A d.c. 
output for the main unit and the time- 
code interface (the latter is then pow- 
ered via the flaicable connection). 

In this configuration, it is best to 
use a jack connector with a thin cenire 
pin, plus an associated plug. For the 
main unit, use a similar connector, 
but one with a thick centre pin. The 
thing about this arrangement is that it 
prevents the a.c. adaptor being con- 
nected to the main unit. Do not use 
audio ‘jack’ connectors and plugs for 
the power supply, since these are 
prone to causing short-circuits when 
the plug is inserted or removed. If you 
can not get hold of an adapior with a.c. 
output, use a d.c. type instead from 
which the rectifier diodes and the 
smoothing capacitor(s) have been re- 
moved (provided you can open the 
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Fig. 29. These drilling templates, of which 1:1 copies are supplied with the front and rear panel foil combination, should help you to produce 
accurately drilled and filed front and rear panels for the DiAV main unit. 


adaptor). The output wire of the modi- 
fied adaptor is connected to the a.c. 
side of ihe diode bridge in the adaptor. 


Everything in one 
enclosure 


As already mentioned, it is possible to 
fit the timecode interface, the dissolve 
unit and ihe main unit into a single 
enclosure. In this way, a compact con- 
trol unit is obtained that is easily car- 
ried about. This will be particularly 
valued if you are frequently out and 
about with your equipment, doing 
slide shows. The enclosure chosen is a 
pretiy solid, all-aluminium, type. Its 


one disadvantage with respect to the 
RE.4 enclosure is that it is a little more 
difficult to cut and drill, the reason 
being that the aluminium is thicker. 
The ‘three-in-one’ construction is 
cheaper than using separate enclo- 
sures to house the modules, since the 
displays and the additional enclosures 
need not be purchased. On the down 
side, you forfeit the ‘large distance’ 
LED displays on the dissolve unit and 
the timecode interface. This disadvan- 
tage plays a role mainly when the 
timecode unit is programmed. 
Although all functions are indicated on 
the LC display, it can not be denied 
that this is more difficult to read than 


the set of LED displays. Well, the 
choice is yours! 

The main unit front panel foil is de- 
signed such that it fils both on the 
Reicx RO.82 and the RO.103 enclo- 
sure. These enclosures are virtually 
identical, with the exception of their 
height: 8 cm and 10 cm respectively. 
The RO.82 allows the most compact 
construction, but unfortunately is not 
a stock type (supply time approx. 
3 months). By conirast, the RO.103 is 
available from stock. Hence, those of 
you who insist on building as compact 
a unit as possible will have to be pa- 
tient with the Retex supplier. 

The prototype of the DiAV main unit 
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COMPONENTS LIST 


Components list for the DIAV main unit: 
All components for the. mini keyboard for 280° (December 1992). 


All components for the Multipurpose Z80 card (May and June 
1992), including the infra-red receiver and transmitter, however 
excluding the following.components and software: 

IC1 (280 BIOS); iC2 (RAM or EPROM); IC8 and IC9 (Z80 BIOS 
GAks); IC11 (AD7569 ADC/DAC); C14 (220uF/16V); D2 
(BAT85); K1.(6-pin 240° DIN socket); K9 (PRN connector); the 
15-way sub-D connector; the diskette with the Z80 BIOS 

(ESS 1711);(optionally) the PC-XT keyboard. 


The following.components are added: 

C14.= 1000uF 16V 

D2:= BAS45 

IC2 = 43256 (32 kByte static RAM) 

K17 = 14-way PGB mount flateable connector 

K16 =.14-way PCB header with side latches (to dissolve unit) 
20-way flatcable connector 

K14 = 20-way PCB mount flatcable connector 

K15 = 20-way PCB header with side latches (to dissolve unit) 


Front panel foil for IR remote control transmitter (920022-F2; see 


page 70) 
Front & rear panel foil for main unit (920022-F3; see page 70) 


Components list for ‘all in one’ (compact) construction: 
Ail components for the main unit 


All components for the dissolve unit, except: 

$3; K1; K5; K6; K20 and the components for the display section. 
Use a 14-way box header for K1, and a 14-way straight header 
with side latches for K20. 


All components for the timecode interface, except K9 and the 
display. K9. is change into a.20-way box. header. 


Enclosure: Retex* RO.82 (h = 8cm) or RO.103.(h = 10cm) 


“ Retex, Jerusalén 10, 08902 Hospitalet, Barcelona, Spain. Tel, 
+34 3 335 5562. Fax: +343 335 7468. 

Distributors: 

Boss industrial Mouldings Ltd., James Carter Road, Mildenhall, 
Suffolk IP28 7BD. Tel. (0638) 716101. 

C-| Electronics, P.O, Box 22089, NL-6360.AB,.Nuth; Holland. 
Fax: +31 45 241877. 


= 


Fig. 30. The connector board is secured to the rear panel with the aid of a few pieces of perspex and a couple of self-tapping screws. The pho- 
tograph also shows how the remaining components are mounted on to the two panels. 
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was built into a RO.82 case. If you use 
this also, be sure to mount the ICs on 
the mini keyboard PCB directly on to 
the board, i.e., without IC sockets. If 
you do not, you will not have enough 
room to fit the other modules in the 
case. 

The Retex enclosures consist of two 
identical panels (front and rear), which 
are secured to one another by two side 
panels (see the photographs). Apart 
from the guide slots for the top and the 
bottom cover, the front and rear panels 
also have a kind of rails in which bolts 
and nuts may be mounted. We used 
this possibility to fit the bottom plate 
(1.5 mm thick), on top of which the 
dissolve unit PCB and the timecode 
PCB may be mounted (using 5-mm 
high PCB pillars and screws with 
countersunk heads). A second base 
plate is mounted above these PCBs, 
using PCB pillars with a length of at 
least 35 mm. This plate serves to 
mount the Z80 ecard. The dimensions 
of the two plates (Fig. 32) are such that 
the bottom plate can be slid into the 
enclosure from one side, along its 
rails, with the two Pcbs on it, and all 
parts fitted on to the front and rear 
panel. When the smaller case is used, 
countersunk M4 screws must be used 
at the side of the display. 

Since the LED display of the dis- 
solve unit is omitted when everything 
is built into a single case, it is difficult 
to see whether or not the circuit is 
‘alive’. To have an indication that it all 
works, connect a LED in series with a 
220-Q resistor to pins 10 (anode) and 
15 (cathode) of ICio. This LED takes 
over the function of the decimal point 
on the LED display, and will flash if no 
alternating voltage is applied. In all 
other cases, it will light normally. 

The Z80 card is mounted on a small 
plate, which is also used to secure the 
two voltage regulators (see Fig. 33b). 
First mount the regulators on to the 
plate, and do not solder them to the 


Fig. 31. Drill 12-mm dia. holes for the 


switches, and file the corners to allow the 


switches to protrude slightly. 


card before this has been secured in 
its final position. Alternatively, make a 
connector from two pieces of IC socket 
as illustrated in Fig. 33c. Remember, 
however, that such a connection is not 
meant to be broken often. The PCB pil- 
lars may be glued on to the mounting 
plate, which then forms one assembly 
with the Z80 card. 

After sliding the bottom plate into 
position, make all the connections to 
the PCBs fitted on it (Fig. 33d). Next, 
mount the Z80 card plus mounting 
plate, and connect its wiring (Fig. 33e). 

As you are working on the wiring, 
you wonder about the best way to con- 
nect the power wires to the modules. 
The simplest way to do this is to power 


{Bi countersunk at bottom side 
countersunk at top side 


all board from the dissolve unit. This 
means that PCB terminal block Ks 
must be mounted with its wire entry 
side pointing to the inside, i.e., not to 
the board edge as usual. The connect- 
ing wires may then be fed in from the 
inside. Remember, Ks carries the recti- 
fied voltage of the a.c. adaptor. This 
may not be smoothed, hence the extra 
diode in the power supply line to the 
timecode interface (do not forget to put 
switch S2 on the timecode interface to 
position B-C). The Z80 card has a po- 
larity reversal protection in the form of 
diode D3, so that the raw direct voltage 
is retained. Capacitor C14 must have a 
minimum capacitance of 1000 uF, and 
a minimum working voltage of 16 V. A 


P2p022 - I. 14a 


Fig. 32. Drilling details of the two mounting plates in the enclosure. 
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Fig. 33a, The timecode interface and the dissolve unit are fitted on 
to the bottom plate. Next, the bottom plate is slid into the enclo- 
sure. 


Fig. 33b, The Z80 card is also fitted on an aluminium plate, which 
also serves as a heat-sink for the voltage regulators. 


Fig. 33c. The bottom plate used to hold the Z80 card doubles as an 
excellen heat-sink for the two volatge regulators. As shown here, 
two pieces of IC socket are used as connectors. 
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Fig. 33d. Be sure to make all connections underneath the board 
before mounting the Z80 card on PCB spacers. 


Fig. 33e. The Z80 card is the last module fitted before the side 
panel can be screwed on. 


12-V 1.5-A halogen lamp transformer is a perfect a.c. 
mains adapter. These transformers are now also avail- 
able with a moulded mains plug. 

The EXT1 connection may also be brought out. If it is 
used to connect a second timecode interface (with LED 
display), this will be selected at power-on. This allows 
you to use the external timecode interface at home, for 
programming purposes, while the ‘internal’ timecode in- 
terface is used ‘on location’. To reduce cost, it is, of 
course, also possible to use the external timecode inter- 
face only. 


Next time 


Next month’s instalment will deal with testing the main 
unit. In addition, we will discuss the control software. 
The last subject tackled will be the practical use of the 
DiAV system. To close off, some examples will be given of 
pulse synchronization and timecode synchronization. 
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DESIGN IDEAS 


The contents of this article are based solely on information supplied by the — 
author, and do not imply practical experience by Elektor Electronics: 


ISOLATION AMPLIFIERS 
THE SOLUTION TO SOME VEXING INSTRUMENTATION CIRCUIT 


OST solid-state electronic circuits 

normally operate in a low voltage 
environment, and may be seriously 
harmed — even destroyed — in a high 
voltage circuit. Several such situations 
come to mind quickly. One example is 
the analogue section of a computerized 
power mains monitor system. These cir- 
cuits measure the AC voltage and cur- 
rent, and then pass the data to a 
computer. Regardless of where the sys- 
tem is used, it will be at a relatively high 
voltage compared to other electronic cir- 
cuits (120 and 240 V_,. being common 
values}. Another application is measur- 
ing the temperature of an electric fur- 
nace using a thermocouple. The list could 
go on and on. In those circuits where it is 
necessary to operate a device at a high 
voltage potential, the solution may well 
be the isolation amplifier. 

There are also many situations where 
the issue is the safety of a human, rather 
the safety of the circuit. In medical elec- 
tronics, where sensors or electrodes of 
various types must be connected to pa- 
tients, the supporting circuits must be 
designed in a manner that does not lead 
to inadvertent electrical hazards. Small 
‘microshock’ currents, not ordinarily per- 
ceptible, are believed to be dangerous to 
certain patients when their skin is 
pierced with electrical conductors. The 
danger level for ordinary electrical situa- 
tions (with skin intact) is relatively large 
(100 to 8300 mA); in cases where the skin 
is breached the danger level is consider- 
ably lower. 

Although some controversy exists 
about the actual dangerous level, the 
normal maximum safe level from 
50/60 Hz alternating current (AC) is gen- 
erally set at 10 pA "''. When designing 
sensors or sensor electronics for this en- 
vironment it is therefore necessary to 
keep AC power mains leakage levels in 
the instrument very low. The high-volt- 
age transients from defibrillators used in 
emergency medical procedures can se- 
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By Joseph J. Carr 


115VAC POWER LINE 


POWER 
SUPPLY 


920104 - 11 


Fig. 1. Block diagram of a typical isolation 
amplifier. 
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Fig. 2. 
amplifier. 


Circuit symbol for the isolation 


verely damage electronic instruments 
such as ECG preamplifiers '*'. The usual 
method for accomplishing the safety 
goals for both patients and equipment is 
to use an isolation amplifier for the input 


stage of the electronics package used 
with sensors. 


Isolation amplifiers 


So what is an isolation amplifier? An iso- 
lation amplifier (Fig. 1) is an amplifier 
that has an extremely high impedance 
between the signal inputs and its main 
DC power supply terminals. These termi- 
nals are usually connected to a DC power 
supply that is, in turn, connected to the 
AC power mains. Thus, in isolation am- 
plifiers there is an extremely high resis- 
tance (of the order of >10'2 ohms) 
between the amplifier input terminals 
and the AC power mains. Modern isola- 
tion amplifiers can provide more than 
10" ohms of isolation between the AC 
power mains and the signal inputs so are 
suitable for all classes of problem dis- 
cussed above. 

Several different circuit symbols are 
used to denote the isolation amplifier in 
electronic schematic diagrams, but the 
one that is the most common is shown in 
Fig. 2. It consists of the regular triangu- 
lar amplifier symbol broken in the mid- 
dle to indicate isolation between the ‘A’ 
and ‘B’ sections. The following connec- 
tions are usually found on the isolation 
amplifier: 


* Non-isolated ‘A’ side: U+ and U- DC 
power supply lines (to be connected to 
a DC supply powered by the AC 
mains), output to the rest of the (non- 
isolated) circuitry, and (in some de- 
signs) a non-isolated ground or 
common. This ground is connected to 
the chassis or main system ground 
also served by the main DC power 
supplies. 

¢ Isolated ‘B’ side: isolated U+ and U-, 
isolated ground or common and the 
signal inputs. The isolated power sup- 
ply and ground are not connected to 
the main power supply or ground sys- 
tems. Batteries are sometimes used 
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for the isolated side, while in other 
cases special isolated DC power sup- 
plies derived from the main supplies 
are used (of which, more later). 


It is the customary practice to use two 
different ground symbols for isolated and 
non-isolated ground connections. The 
isolated ground is a counterpoise, or 
floating, ground, while the non-isolated 
ground can be either a counterpoise 
ground or a chassis ground. 


Approaches to isolation 
amplifier design 


Different manufacturers use different 
approaches to the design of isolation am- 
plifiers, and some of these are relatively 
easy for hobbyists to duplicate. Common 
circuit approaches to isolation include; 
battery power, carrier operated, optically 
coupled, and current loading. These 
methods are discussed in detail below. 


Battery powered isolation ampli- 
fiers 

The battery approach to isolation ampli- 
fier design is perhaps the simplest to im- 
plement, but it is not always most 
suitable owing to problems inherent in 
battery upkeep. A few products exist, 
however, that use a_ battery-powered 
front-end amplifier, even though the re- 
mainder of the equipment is powered 
from the AC power mains. Other prod- 
ucts are entirely battery powered. A bat- 
tery powered amplifier or instrument is 
isolated from the AC power mains only if 
the battery is disconnected from the 
charging circuit during use. In some bat- 
tery powered instruments used in medi- 
cine, mechanical interlocks and electrical 
logic circuitry prevent the instrument 
from being turned on if the AC power 
cord is still attached. 


Carrier operated isolation ampli- 
fiers 

Figure 3a shows an isolation amplifier 
that uses the carrier signal technique to 
provide isolation. The circuitry inside the 
dashed line is isolated from the AC 
power mains (in other words, the ‘B’ side 
of Fig. 2). The voltage gain of the isolated 
section is typically in the range x1 to 
x500 depending on application. 

The isolation is provided by separa- 
tion of the ground, power supply and sig- 
nal paths into two mutually exclusive 
sections by high frequency transformers 
Tri and Trz. These transformers have a 
design and core material that works very 
well in the ultrasonic (20 kHz to 
500 kHz) region, but is very inefficient at 
the 50/60 Hz frequency used by the AC 
power mains. This design feature allows 
the transformers to easily pass the high 
frequency carrier signal, while severely 
attenuating 50/60 Hz energy. Although 
most models use a carrier frequency in 
the 50 kHz to 60 kHz range, examples of 
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Fig. 3. a) Carrier type isolation amplifier; b) phase sensitive detector circuit. 
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Fig. 4. Direct optically coupled isolation amplifier. 


ELEKTOR ELECTRONICS JANUARY 1993 


ISOLATION AMPLIFIERS on] 


carrier amplifiers exist over the entire 
20 kHz to 500 kHz range. 

The carrier oscillator signal] is coupled 
through transformer Tri to the isolated 
stages. Part of the energy from the sec- 
ondary of Tri is directed to the modula- 
tor stage; the remainder of the energy is 
rectified and filtered, and then used as 
an isolated DC power supply. The DC 
output of this power supply is used to 
power the input ‘B’ amplifiers and the 
modulator stage. 

An analogue signal applied to the 
input is amplified by A1, and is then ap- 
plied to one input of the modulator stage. 
This stage amplitude modulates the sig- 
nal on to the carrier. Transformer Tr2 
couples the signal to the input of the de- 
modulator stage on the non-isolated side 
of the circuit. Either envelope or synchro- 
nous demodulation may be used, al- 
though the latter is considered superior. 
Part of the demodulator stage is a low- 
pass filter that removes any residual car- 
rier signal from the output signal. 

Ordinary DC amplifiers following the 

demodulator complete the signal process- 
| ing chain. 
Fig. 5. Current-loading isolation amplifier. An example of a synchronous demodu- 
| lator circuit is shown in Fig. 3b. These 
circuits are based on switching action. 
Although the example shown uses bipo- 
lar p-n-p transistors as the electronic 
switches, other circuits use n-p-n transis- 
tors, FETs or CMOS electronic switches 
(e.g., 4066 device). 

The signal from the modulator has a 
fixed frequency in the range from 20 kHz 
B-B 722 to 500 kHz, and is amplitude modulated 
with the input signal from the isolated 
amplifier. This signal is applied to the 
emitters of transistors T1 and T2 (via 
Tri) in push-pull. On one-half of the 
cycle, therefore, the emitter of T1 will be 
positive with respect to the emitter of Tz. 
On alternate half-cycles, the opposite sit- 
uation occurs: T2 is positive with respect 
to T1. The bases of Tt and T2 are also dri- 
ven in push-pull, but by the carrier sig- 
nal (called here the ‘reference signal’). 

This action causes transistors T1 and 
T2 to switch on and off out of phase with 
each other. 

On one half of the cycle, the polarities 
are as shown in Fig. 3b; transistor T1 is 
turned on. In this condition, point ‘A’ on 
Tri is grounded, The voltage developed 
across load resistor R4 is positive with re- 
spect to ground. 

On the alternate half-cycle, T2 is 
turned on, so point ‘B’ is grounded, But 
the polarities have reversed, so the po- 
larity of the voltage developed across R4 
is still positive. This causes a full-wave 
output waveform across Ra, which when 
low-pass filtered becomes a DC voltage 
level proportional to the amplitude of the 
input signal. This same description of 
synchronous demodulators also applies 
to the circuits used in some carrier am- 
plifiers (a specialized laboratory ampli- 
Fig. 6. Practical isolation amplifier. fier used for low-level signals). 
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A variation on this circuit replaces the 
modulator with a voltage controlled oscil- 
lator (VCO) that allows the analogue sig- 
nal to frequency modulate (FM) a carrier 
signal generated by the VCO. 

The power supply carrier signal is still 
required, however. A phase detector, 
phase-locked loop (PLL), or pulse-count- 
ing FM detector on the non-isolated side 
recovers the signal. 


Optically coupled isolation amplifier 
circuits 

Electronic optocouplers (also called op- 
toisolators) are sometimes used to pro- 
vide the desired isolation. In early 
designs of this class, a light emitting 
diode (LED) was mounted together with 
a photoresistor or phototransistor,. 
Modern designs, however, use integrated 
circuit (IC) optoisolators that contain an 
LED and a phototransistor inside a sin- 
gle DIP IC package. 

There are actually several approaches 
to optical coupling. Two common meth- 
ods are the carrier and direct methods. 
The carrier method is the same as dis- 
cussed in the previous section, except 
that an optoisolator replaces transformer 
Tr2. The carrier method is not the most 
widespread in optically coupled isolation 
amplifiers because of the frequency re- 
sponse limitations of some IC optoisola- 
tors. Only recently have these problems 
been resolved, 

The more common direct approach is 
shown in Fig. 4. This circuit uses the 
same DC-to-DC converter to power the 
isolated stages as was used in other de- 
signs. It keeps At isolated from the AC 
power mains but is not used in the signal 
coupling process. In some designs, the 
high frequency ‘carrier’ power supply is 
actually a block separate from the isola- 
tion amplifier. 

The LED in the optoisolator is driven 
by the output of isolated amplifier A1. 
Transistor T1 serves as a series switch to 
vary the light output of the LED propor- 
tional to the analogue signal from A1. 

Transistor T1 normally passes suffi- 
cient collector current to bias the LED 
into a linear portion of its operating 
curve. The output of the phototransistor 
is AC coupled to the remaining ampli- 
fiers on the non-isolated side of the cir- 
cuit, so that the offset condition created 
by the LED bias is eliminated. 

Although not strictly speaking an 1so- 
lated amplifier by the definition used 
herein, there is another category of opti- 
cal isolation that is especially attractive 
for applications where the environment 
is too hostile for ordinary electronics. It 
is possible to use LED and phototransis- 
tor transmitter and receiver modules ina 
fibre optic system to provide isolation. A 
battery powered (or otherwise isolated) 
amplifier will sense the desired signal, 
convert to an AM or FM light signal, and 
transmit it down a length of fibre optic 
cable to a phototransistor receiver mod- 
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Fig. 7. 
outs. 


1$0122P circuit diagram and pin- 


ule. At that point the signal will be recov- 
ered and processed by the non-isolated 
electronics. 


Current loading isolation amplifier 
methods 

A unique ‘current loading’ isolation am- 
plifier was used in the front end of an 
electrocardiograph (ECG) medical moni- 
tor. A simplified schematic is shown in 
Fig. 5. Notice that there is no obvious 
coupling path for the signal between the 
isolated and non-isolated sides of the cir- 
cuit. The gain-of-24 isolated input pre- 
amplifier (A1) in Fig. 5 consists of a high 
input impedance operational amplifier. 
This amplifier is needed in order to inter- 
face with the very high source impedance 
normal to electrodes in ECG systems. 
The output of A1 is connected to the iso- 
lated -10 V power supply through load 
resistor Ri. This power supply is a DC-to- 
DC converter operating at 250 kHz. 
Transformer Tri provides isolation be- 
tween the floating power supplies on the 
isolated ‘B’ side of the circuit and the 
non-isolated ‘A’ side of the circuit (which 
are AC-line powered). 

An input signal causes the output of Aj 
to vary the current loading of the floating 
—10 V power supply. Changing the cur- 
rent loading proportional to the analogue 
input signal causes variation of the Tri 
primary current that is also proportional 
to the analogue signal. This current vari- 
ation is converted to a voltage variation 
by amplifier Az. An offset null control 
(P1) is provided in the Ai circuit to elimi- 
nate the offset at the output due to the 


quiescent current flowing when the ana- 
logue input signal is zero. In that case, 
the current loading of Tri is constant, 
but still provides an offset to the A2 am- 
plifier. 


Commercial product 
examples 


There are several isolation amplifiers on 
the market in both monolithic integrated 
circuit and hybrid versions. In this sec- 
tion we will look at two commercial prod- 
ucts. You can also experiment using the 
principles discussed above. The optoelec- 
tronic versions are especially amenable 
to hobbyist design. 


Burr-Brown 3652 

Figure 6 shows the circuit of an isolation 
amplifier based on the Burr-Brown 3652 
isolation amplifier device. The DC power 
for both the isolated and non-isolated 
sections of the 3652 is provided by the 
722 dual DC-to-DC converter. This de- 
vice produces two independent +15 V 
supplies that are each isolated from the 
50/60 Hz AC power mains and from each 
other. The 722 device is powered by a 
+12 V source that is derived from the AC 
power mains. In some cases, the non-iso- 
lated section (which is connected to the 
output terminal) is powered from a bipo- 
lar DC power supply that is derived from 
the 50/60 Hz AC mains, such as a +12 V 
or +15 V supply. In no instance, however, 
should the isolated DC power supplies be 
derived from the AC power mains. 

There are two separate ground sys- 
tems in this circuit, symbolized by the 
small triangle and the regular ‘chassis 
ground’ symbol. The isolated ground is 
not connected to either the DC power 
supply ground/common or the chassis 
ground. It is kept floating at all times, 
and becomes the signal common for the 
input signal source. 

The gain of the circuit is approxi- 
mately: 


1,000, 000 


=———_———_— (1) 
Ri+R24115 


iid 


In most design cases, the issue is the un- 
known values of the gain setting resis- 
tors. We can rearrange equation (1) to 
solve for (R1 + R2): 


1,000,000 + (113A, ) 
A 


¥ 


(R1+R2)= [QQ]. (2) 


Where: 
R1 and Rz are in ohms (42); 
A, is the voltage gain desired. 


Burr-Brown [SO122P 

The ISO122P device is an isolation am- 
plifier contained in a 16-pin single-wide 
plastic DIP package. One of the endear- 
ing features of the [SO122P is that it pro- 
vides isolation amplifier functions at a 
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low cost. According to a recent catalogue, 
the price in unit quantities is less than 
$20. The ISO122P features unity gain, a 
high isolation mode rejection of 140 dB, 
and 0.020% non-linearity. 

It can be used alone, or in conjunction 
with other circuitry on either the isolated 
or non-isolated sides. Figure 7 shows the 
schematic symbol and the 16-pin DIP en- 
closure pin designation). 

Figure 8 shows a sample application 
circuit in which the unity gain [IS0122P 
is used as an output buffer between a DC 
differential amplifier and the rest of the 
circuit. The DC differential amplifier is 
shown here as an example only, and can 
be replaced with any circuit of your 
choice provided that the +10 V input 
voltage range of the ISO122P is not ex- 
ceeded. 

If the input circuit of Fig, 8 is used, 
then the operational amplifier at Al can 
be a 741, CA-3140 or any other that 
serves the purpose. The pin-outs shown 
for Al are ‘industry standard’ for a wide 
variety of devices, including the 741 and 
CA-3140 devices. If Ri=Rz, and Rs=Ra, 
then the differential voltage gain of the 
circuit of Fig. 8 is given by: 
R3_ R4 
Ri R2 


The power for the isolated side of the 
1S0122P is shown in the form of a DC-to- 
DC converter, of which the B-B 722 
shown earlier is but one example. 
Alternatively, one could use batteries for 
the isolated side, and then ensure that 
they are charged through some circuit, 
such as an electromechanical relay, that 
does not destroy the isolation feature. 

Two sets of bypass capacitors are 
shown on the isolated side, and one set 
on the non-isolated side. These capaci- 
tors should be positioned as close as pos- 
sible to the pins on At and Ag that they 
serve. Otherwise, oscillations and other 
problems can result. 


(3) 


(oe 


Conclusion 


Although the isolation amplifier is con- 
siderably more expensive than common 
IC linear amplifiers, there are applica- 
tions where these amplifiers are ab- 
solutely esential. Wherever the 
instrument could cause injury to a 
human, or wherever the environment is 
such that the electronics must be iso- 
lated for its own sake, the isolation am- 
plifier is the device of choice (at least in 
the front-end), 

The isolation amplifier is generally 
the solution of choice for most engineers 
who must interface sensors under condi- 
tions that could potentially be danger- 
ous. In addition, they are also the 
solution of choice for the case where the 
amplifier input circuits are sometimes 
subjected to high voltages, either tran- 
sient or steady-state. a 


ELEKTOR ELECTRONICS JANUARY 1993 


min = NON - ISOLATED GROUND 
WF = ISOLATED GROUND 


ISOLATED —U —» 
ISOLATED +U —» 


R1=R2,R3=R4 


Fig. 8. Practical ISO122P circuit. 
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Advancement of Medical Instrument- 


ation (Arlington, VA 1977). 


2. The defibrillator is a high-voltage ca- 
pacitor discharge device used to shock 
the heart out ofa fatal arrhythmia called 
ventricular fibrillation. In the classic 
Lown machine, the voltage applied to the 
patient’s chest, in close proximity to ECG 
electrodes and blood pressure sensors, 
can reach about 3,000 V. 


COOKING TIMER 


If only poor King Alfred had used a cooking timer, he might not have burnt 
his cakes in the oven! Unfortunately, with today’s Three-Jobs-At-Once 
type housewives, similar gastronomic catastrophes can easily occur in 
these modern times too. That is why many kitchens boast mechanical 
timers to remind the cook that it is time to put the peas on to boil. 


OWEVER, mechanical timers usu- 

ally only produce a feeble, metal- 
lic, ‘ping’ sound when the slotted time 
has elapsed. Plus, owing to the pointer 
slowly unwinding back to zero, you 
can not see how long a certain item 
has been cooking. On the electronic 
version, a buzzer sounds until reset by 
the user. It also shows the total cook- 
ing time, and the time elapsed so far. 
Another advantage is that it can time 
as little as thirty seconds; mechanical 
timers can be very fickle about trying 
to set such small time spans with any 
degree of accuracy. 

The timer consists of three ICs, a 
handful of discrete components, and a 
set of LEDs to provide a readout. There 
is also a rotary switch to dial in the re- 


By Chris Brown 


quired cooking time, and a couple of 
push-buttons to mute the buzzer and 
restart the timer. 

The LEDs are arranged in a circle 
around the time setting switch, Thus, 
if the cook wanted to roast some chops 
for, say, 35 minutes, he or she would 
set the pointer to the 9 o'clock posi- 
tion. After 5 minutes, the LED at the 
5 min. position would light, followed, 
five minutes later, by the 10 min. LED, 
and so on, until the 35 min. LED 
lights, whereupon the buzzer will 
sound. 

After some probing, smelling and 
tasting, Chef decides a further 10 min- 
utes are needed, so he moves the 
pointer to the ten-minute mark at the 
2 o'clock position. Next, he presses the 


@ 
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RESTART button. Minutes and half 
minutes can also be timed by watching 
four extra LEDs, although these will 
not sound the buzzer. 


Circuit description 


At the heart of the circuit is a Type 555 
timer, set up to produce a low-to-high 
transition every thirty seconds. When 
the device is switched on, the output of 
IC1 goes high for about 20 seconds. It 
then goes low for about 10 seconds, 
whereupon it swings high again, and 
so on. These low-to-high pulses clock 
I1C2, a Type 4017 counter/divider with 
ten separate outputs. 

Output 0 of this IC is connected toa 
further counter, IC3, also a 4017. This 


oor nw ep Onsaco 


th 


ELEKTOR ELECTRONICS JANUARY 1993 


Seer 


~” 
COOKING TIMER as 


Output 4 lights the second bi-colour 
LED, and so on, until output 8. 


555 OUTPUT | J l | | | l J | | | | | j l J l j l | l | l | | | After two more clock pulses. 


output 0 goes high again, the low-to- 


[ Hot l | l high transition clocking ICs, and mak- 
ing its output 1 swing high. This lights 


a eee the LED at the 5-min. position, Again, 
"9" a | aa the bi-colour LEDs light to indicate 


1 MIN LED 6 mins. (5 mins. plus 1 min.), 7 min 


nye 1 (5 min. plus 2 min.), 8 min and 9 min. 


On the tenth minute, the second LED 


ats ree ee comes on at the 2 o'clock position. The 
2 MIN LED timing of the ICs is illustrated in 


_ geen! ill eer een ne eee ee Fig. 2. 
ng 1 All the red LEDs, (5 min., 1O min.. 


4 MIN LED etc.) are also connected to a 12-way ro- 


7" Td tary switch, the common pin being 


connected to a thyristor via C3. When 
Ne a ee the selected time LED lights, C3 par- 


4 MIN LED tially discharges via Rs, and partially 


ik a. eee? (a See eee through the thyristor’s gate terminal. 
103 CLOCK = = rhe thyristor ‘fires’, and the sounder is 


energized via switch $2. When this is 


~~ l pressed, the thyristor looses holding 


5 MIN LED's current, so that the buzzer is muted. 
A ee tS Push-button S1 is connected to the 
reset inputs of the two 4017s. Taking 
these high resets both counters, so 
that both ‘O° outputs go high. At 
switch-on, C2 discharges via R2. which 
Fig. 2. Timing diagram to illustrate the operation of the circuit. Two squares equal 30 has a similar effect. 
seconds. 
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Construction 


output is high when the circuit is first onds later, another clock pulse arrives, The case is the hardest part to lay out 
switched on, but swings low when out- and output 2 swings high, which illu- neatly, since the pointer knob fitted on 
put 1 goes high upon the next clock minates the first bi-colour LED to indi- the spindle of the rotary switch has to 
pulse supplied by the 555. Thirty sec- cate that 1 minute has elapsed. point at each LED. To create a tem- 
plate, start by bending all the switch 
contacts out flat. including the middle 
common pin. Lay the switch on a piece 
of paper, and mark where each contact 
is. Draw through each diametrically 
opposed point to create a 12-point star 
(Fig. 3). This will give you the approxi- 
mate centre of the switch. From here, 
use a compass to draw a circle at a ra 
dius where the LEDs will appear. Mark 
off the 5-50 min. points. Mark the case 
using this guide, and drill it to accept 
the LEDs and the retary switch. Drill 
the remaining holes for the push 
switches and the buzzer as shown in 
Fig. 5. 

Alter the rotary switch’s stop be- 
neath the locking nut, so that only 
11 positions function. Insert the 
10 red LEDs so that the anodes are 
nearest the switch contacts. Carefully 
bend the wires, and solder them to the 
contacts. The outer cathodes are now 
twisted in such a way as to create a 
ring around the outside. Solder the 
other components to these again, as il- 
lustrated in Fig. 4. The ICs and their 
surrounding parts may be mounted on 
a printed circuit board etched for the 
occasion, or on a piece of stripboard. 
Since very low frequencies are in- 
volved, the layout will not be critical. 
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Fig. 3. Marking off the LED locations on the front panel of the timer. 
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Fig. 4. Case layout seen from inside. The numbers in circles refer to IC outputs (not pin 
numbers!). The thyristor is bolted to one of the PCB posts used to secure the buzzer. 


Setting up 


Connect the anode of a LED to termi- 
nal 3 of IC1, and the cathode to 
ground. Insert the battery, and wait for 
the LED io go out. Start your stop- 
watch as soon as the LED lights again. 
Ignore it when it goes out, but be ready 
to stop the clock as soon as it lights 
again, You have now limed one clock 
pulse, i.e., from one low-to-high tran- 
sition to the next. This should be set to 
30 seconds as accurately as possible 


with the aid of potentiometer (or pre- 
set) Pl. Once set, trim out the test LED 
connections. 


Switches 


A normal on/off switch can be used, or 
for a bit of extra ingenuily, a mercury 
tilt switch. Actually. the latter is casy 
io make using a piece of Biro tube, 
sealed one end, with two contacts at 
the other end. Some water inside the 
tube will turn the timer on whenever 
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Fig. 5. Suggested front panel layout. 


the water bridges the contacts. In this 
way, the device is switched off when it 
is laid down, and switched on when 
held upright. 

One position of the rotary switch is 
left unconnected. This allows you to 
use the timer as a visual reminder 
only, without noise being made each 
time. Note: since there is no sound cre- 
ated, you could put the device away 
switched on, and it will never ‘call’ you 
to tell you it is still operational. 

Since most cooks do not require 
split second precision, the bi-colour 
LEDs could be deemed as ‘greater than 
1 min.’, ‘greater than 2 mins.’, etc., ir- 
respective of whether the LED is red or 
green. Ilowever, as shown in the tim- 
ing diagram, when the LED changes 
colour, that is an indication that an 
extra half second has elapsed, 

Finally, at switch-on, the 50-min. 
LED lights, since it is wired to output O 
of the second 4017. If the rotary swilch 
is also set to 50 mins., the buzzer will 
sound. To mute it, simply press the 
switch. The buzzer will sound again 
once the device has timed the next 
50 minutes. a 


he Type Y1112 fluoractor™ from Texas 

Instruments is a specially designed 
thyristor for starting fluorescent tubes. 
Its main advantages over a standard 
thyristor are its much greater hold cur- 
rent, its ability to cope with rapidly ris- 
ing anode-cathode voltages (high du/dt 
value), and its overvoltage protection. 
These properties make it very suitable 
for replacing a traditional electro-me- 
chanical starter for reliable flicker-free 
startling and a long life. 

A fluorescent tube does not switch on 
as easily as an incandescent lamp be- 
cause it can only start at a voltage much 
higher than the mains, after which it 
will remain lit at the mains voltage. The 
level of both the starting voltage and the 
working voltage depends on the temper- 
ature of the tube. 

Normally, the high starting voltage 
is obtained by interrupling the cur- 
rent through a choke. This is usually 
done by the starter, which also en- 
sures that a fairly large current flows 
through the filaments of the tube. This 
heats the ends of the tube, which makes 
startling easier, 

These tasks of the starter are taken 
over by the fluoractor™, Thy. When the 
mains is switched on, Thg will start via 
R, and Rg. A fairly large current will then 
flow through the filaments of the tube 
so that this will be preheated. 

Because of the potential drop across 
diodes D7 and Dg, capacitor C; is charged 


4x 1N4007 


via resistors Ry and Rs. When, after a 
few milliseconds, the voliage across C, 
has reached a certain value (during which 
lime the current through Thy is appre- 
ciably larger than the hold current), thyris- 
tor Th; is switched on, whereupon the 
gate current of Thg is interrupted*. The 
sudden discontinuation of this fairly 
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large current causes the choke to produce 
a back-e.m.f. that is high enough to start 
the fluorescent tube. 

(Texas Applicalion —- 924114) 


*This special thyristor remains on, how- 
ever, until the current through it has 
dropped to the hold value ofabout 200 mA. 


CAR LIGHTS WHISTLE BLOWER 


bt soe ally all modern cars have a built- 
in alarm to warn if you have left the 
lights on when you are getting out of the 
car. There arc, however, thousands of 
older cars that have no such useful de- 
vice and their owners might find the pre- 
sent circuit just what they've been wait- 
ing for. 

The anode of diode D; is connected 
between the lights switch and the lights. 
The cathode is connected to the 12 V 
buzzer. The other terminal of the buzzer 
is connected to one of the door-switch 
contacts or to terminal 31B of the inte- 
rior lights cable. When one of the front 
doors (fitted with a switch, which, in 
older cars is not always the case with 
rear doors) is opened while the external 
car lights are still on, the buzzer sounds. 


* see text 


Note that the circuit allows for only two 
door switches: So is the driver’s door 
contact and Sz the front passenger door's 
contact. 

If you don't want the buzzer to be op- 
erated by the front passenger door, [it 
diode Dz as shown and break the wire 
between the swiiches on the two doors. 

Note that the circuit is intended only 
for cars whose door contacts switch the 
interior lighis to earth (which is the case 
in most cars built in the past 10 years). 

Diode D,; may be a light-duty type 
such as the 1N4001, but Dg musi be a 
somewhat heavier-duty type, such as a 
1N5401, since it carries the current through 
the interior lights. 


(E. Tienken — 924021) 


RFi SCREENING 


Wt the increase in use of radio fre- 
quencies, especially in the higher range 
of the spectrum, designers and manufac- 
turers of complex equipment are adopting 
techniques to screen their products from 
Radio Frequency interference—RF1. Along 
with new EC regulations relating to elec- 
troni products on the market, there is a grow- 
ing awareness of the need for screening. 
Readers of Elektor Electronics can bene- 
fit from the know-how of large companies: 
this article shows the techniques used, lists 
factors to be taken into account when RFi is 
considered, and presents a host of data for 
those about to embark on RFi screening. 


Why screen? 


There are four main reasons to consider 
screening: 


a) to protect equipment against unwanted 

RFi, for instance, when computer data are 

used or when sensitive electrical mea- 

surements are carried out; 

to prevent interference generating equip- 

ment affecting other equipment; 

to protect the confidentiality of data in sys- 

tems from being intercepted by non-au- 

thorized users; 

} to protect equipment from the effects of 
large pulses of electromagnetic radia- 
tion, for instance, those caused by elec- 
trical storms. 


b 


c 


a 


Military equipment is a good example of 
apparatus that needs screening. It has to 
withstand nuclear radiation, must not allow 
any important data to be leaked, and must 
not be affected by jamming. 


Materials used for screening 


Basically, efficient screening means really 
placing the equipment in a box made of suit- 
able material with a lid that can be removed 
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Gaskets 


Joints between the lid and the box should 
have a suitable gasket; this also applies to 
removable panels, access doors, drawers, 
and so on. Gaskets are made of a wide 
range of materials and come in many dif- 
ferent shapes and sizes. Their function is 
to fill any gaps or unevenesses in adjoin- 
ing metal surfaces. 

Points to bear in mind are: 


1) poor joints affect the overall effective- 
ness; 

2) clean metal-to-metal contact prevents 
leakage; ensure freedom from corrosion, 
moisture, ail and paint; 

3) always use the smallest possible gas- 
ket; 

4) ensure adequate compression of the gas- 
ket used; 

5) be aware of galvanic corrosion and se- 
lect gaskets accordingly; for instance, alu- 
minium and silver have a high-value 
difference, which makes for rapid cor- 
rosion where they meet. 


Figure 1 shows typical gasket resillience 
pressures. 


Mechanical/physical properties 


Monel is an alloy that has been directly 
smelted from natural ores. Its exact pro- 
portions vary, but 70% nickel, 27% copper, 
2% iron and 1% managnese gives a good idea 
ofits composition. It has good corrosion char- 
acteristics and it is close to neutral on the 
Galvanic scale. 


Aluminium. Owing to its high rating on 
the Galvanic scale and rapidity of oxidiza- 
tion in air, the use of aluminium is lim- 
ited. It has, nevertheless, the advantage of 


low density, so it is used where this prop- 
erty is important. 


Tin-plated Copper-clad Steel is produced 
by adrawing process. It consists of steel clad 
in copper that has been drawn out to make 
wires, and the whole is tin-plated. The tin- 
plating improves the steel’s resistance to cor- 
rosion, while the copper is used for its elec- 
trical properties. As the coating can wear 
or be scratched off, use of TCS is not rec- 
ommended for applications where the screen- 
ing could be abrased easily. 


Stainless Steel. The RFi performance of 


this material is similar to that of aluminium, 
but it is stronger and can resist wear and 
tear more easily. A grave disadvantage is 
the corrosive effect of sea water on it. 


Galvanic scale 


When two dissimilar metals are in contact 
in an electrolyte, some electron flow takes 
place. Although in some cases this process 
is useful, in RFi screening it causes corro- 
sion, especially if there is moisture pre- 


sent. Table 2 lists the electric potential of 


a number of materials immersed in a salt- 
water solution together with a saturated 
calomel (mercury chloride, Hg Cl.) elec- 
trode. When selecting pairs of materials, the 
difference in their potentials should ide- 
ally be not greater than 0.3 V for condi- 
tions where wet conditions may prevail, or 
0.5 V for indoor use where only slight con- 
densation may occur. 


Absorption loss 


The absorption loss may be calculated from 
the equation 


A=0.1315-t-N(fow), 


when required for maintenance purposes. Freq. (MHz) Monel aluminium TCS stainless steel 
That places the onus squarely on to the ma- ars 
terial at’ re bene. H field attenuation (dB) 
Knitted wire mesh is widely used for 0.01 54 54 58 54 
screening, as it can be formed easily into 0.1 63 62 78 64 
the desired shape. The most frequently used j : 
materials for knitted mesh are Monel metal 1.0 75 77 82 72 
(68%. nickel, 29% copper, and 3% iron, man- E field attenuation (dB) i 
ganese, silicon and carbon); aluminium; TCS = An , ? 
{tin-plated copper-clad steel); and stainless ; i 132 132 132 f 
steel. The relative effectiveness of these ma- 10 114 119 119 115 k 
terials is shown in Table 1. 100 112 124 124 100 F 
Manufacturers often supply small sam- 
ples of their products for test purposes to 1000 97 97 97 89 i 
enable the most suitable material for the task 10000 89 90 90 72 : 


in hand to be ascertained. 


Table 1. Screen effectiveness: typical values. 
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Fig. 1. RFi gasket resilience. Upper curve for all-metal gaskets; lower curve for mesh- 


covered neoprene. 


Platinum +0.15 V 
Gold +0.15 V 
Silver OV 
Copper —0.25 V 
Copper alloys -0.25 V 
Monel* —0.25 V 
Stainless steel*  -0.45 V 
TCS* -0.5 V 
Duralumin -0.6 V 
Aluminium* —0.75 V 
Zinc alloy -11 V 


Table, 2. Electric potential of various ma- 
terials in saturated calomel. Materials 


_ with an asterisk are widely used for 


screening. 

Material u o 

Aluminium 1 0.61 
Brass 1 0.61 
Copper 1 1.00 
Monel* 1 0.04 
Stainless steel 500 0.02 
Tin 1 0.15 


Table 3. Conductivity and permeability of 
various materials relative to copper. 


twhere A is the absorption loss in dB; f is 
-frequency in Hz; ¢ is thickness in mm; ois 
conductivity relative to copper; i is per- 
meability relative to copper. The hb and o 
values of several materials are given in 
Table 3. 
« The absorption loss of TCS must be as- 
sessed from the absorption loss of the steel 


centre, the copper cladding and the tin 
plating. As each thickness can vary de- 
pending on the drawing process, the calcu- 
lation can be complex. 

For readers of Elektor Electronics with 
personal computers that work in BASIC, 
the following computer program may be of 
use: 


10 PRINT “Elektor Electronics RFi ab- 
sorptionloss” 

20 PRINT “Type in frequency under con- 
sideration” 

30 INPUT F 

40 PRINT “Type in thickness in mm” 

50 INPUT T 

60 PRINT “Typein conductivity relative to 
copper” 

70 INpuT 0 

80 PRINT “Type in permeability relative 


to copper” 
90 INPUT U 
100 LET A=.1315*T*SQR(F*O*U) 
110 PRINT “Absorption loss in dB is:” 
120 PRINT A “db” 
130 END 


With this program, the absorption loss of 
1mm thick screening made from aluminium, 
Monel, and stainless steel at various fre- 
quencies is found to be: 


Material Frequency 
1kH 1MHz 1GHz 
Absorption loss in dB 
Aluminium 3.25 102.7 3247.8 
Monel 0.82 26.3 831.7 
Stainless steel 13.15 415.9 13150 


RFI SCREENING 


It can be seen from this table that stain- 
less steel is most suitable for the lower fre- 
quencies. With increasing frequency, the ab- 
sorption loss increases sharply making it 
difficult for RF signals to penetrate. 


Plastics 


Where it is not practical to use screen mesh, 
for instance with equipment that makes 
extensive use of plastics, other methods 
are used. One such method is plating on 
plastic. 

Plastic equipment enclosures are coated 
in such a way that they act as screening 
for equipment. The process used for this is 
an electroless form of plating originally 
developed for plastic Christmas decorations. 
In this, the cover is immersed in baths of 
different chemicals so that a coating of cop- 
per and nickel is built up on it. Some typi- 
cal values of shielding effectiveness ob- 
tained with this method are given in the 
table below: 


Coating Frequency 
imcopper pmnickel 380MHz 100MHz 
Effectiveness in dB 
1.0 0.25 70.1 67.9 
1.5 0.25 78.1 70.0 
2.0 0.25 78.4 73.6 


European Community 


New regulations regarding permissible lev- 
els of electromagnetic radiation from any 
equipment came into force throughout the 
EC on 1 January, 1992. 

This has a profound effect on the de- 
sign of electronic equipment: a problem 
that was until now considered as peculiar 
to radio apparatus, has become one of gen- 
eral consumer electronic equipment. In 
other words, such mass market equipment 
must be screened in the same way as radio 
equipment. 


Summary 


RFi screening is used to prevent unwanted 
r.f. emissions entering or leaving a particu- 
lar piece of equipment. All electronic de- 
signers must now take into account the EC 
regulations regarding permissible levels of 
electromagnetic radiation. 

Materials used for screening include alu- 
minium, Monel, stainless steel and TCS, in 
the form of strips, knitted mesh and gaskets. 
Copper and nickel are used for electroless 
plating on to plastics. 

Galvanic corrosion should be taken into 
account when selecting screening material. 
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READERS SERVICES 


Except in the USA and Canada, all orders, except for 
subscriptions and past issues (for which see below), 
must be sent BY POST to our Dorchester office using 
the appropriate form oppasite. Please note that we 
can not deal with PERSONAL CALLERS, as no stock 
is carried at the editorial and administrative office. 
Readers in the USA and Canada should send or- 
ders, except for subscriptions (for which see below), 
to Old Colony Sound Lab, Peterborough. whose full 
address is given on the order form opposite. All US$ 
prices are postpaid to customers in the fifty states ex- 
cept for books, Please add $2.00 for the first book and 
75¢ for each additional book ordered, Canadians 
please add US$4,50 for the first book, and 75¢ for 
each additional one. Canadians may expect Canadian 
duty charges on shipments of any items except books. 
All other customers must add postage and packing 
charges for orders up to £25.00 as follows: UK and 
Eire £1.75; surface mail outside UK £2.25; Europe 
(airmail) £2.75; outside Europe (airmail) £3,50. For or- 
ders over £25.00, but not exceeding £100.00, these 
p&p charges should be doubled. For orders over 
£100.00 in value, p&p charges will be advised. 


SUBSCRIPTIONS & PAST ISSUES 


Subscriptions and past issues, if available, should be 
ordered from Worldwide Subscription Service Ltd, 
Unit 4, Gibbs Reed Farm, Pashley Road, TICE- 
HURST TN5 7HE, England. For subscriptions, use 
order form opposite.Prices of past issues, including 
postage for single copies are £2.50 (UK and Eire); 
£2.80 (surface mail outside UK); £3.00 (air mail 
Europe); and £3.75 (airmail outside Europe) 


PAST ARTICLES 


Photocopies of articles fram January 1978 onwards 
can be provided, postage paid, at £1.75 (UK and 
Eire), £1.90 (surface mail outside UK), £2.25 (airmail 
Europe}, or £2.50 (airmail outside Europe), In case an 
article is split into instalments, these prices are applic- 
able per instalment. Photocopies may be ordered 
from our editorial and administrative offices. 


COMPONENTS 


Components for projects appearing in Elektor Elec- 
tronics are usually available from appropriate advertis- 
ers in this magazine. If difficulties in the supply of 
components are envisaged, a source will normally be 
advised in the article. It should be noted that the 
source given is not exclusive — other suppliers may 
also be able to help. 


BOOKS 


The following books are currently available: 
these may be ordered from certain bookshops, 
Old Colony Sound Lab (USA and Canadian read- 
ers only), or direct from our Dorchester office. 


GOA CNG Ut Sescacstacscnrcsnniasiginiienisecrrinte 
302 Circuits .......... 

303 Circuits . 
304 Circuits... 
Microprocessor Data Book..,........... 
Data Sheet Book 2.0.......-. ee 
Data Book 3: Peripheral Chips........ 
Data Book 4: Peripheral Chips........ 
Data Book 5: Application Notes....... 


SHELF BOX 


Elektor Electronics shelf box ........... P25 vacsscinan 56.00 
PROJECT No. Price Price 
(£) (USS) 
Timecode interface 910055-F 8.80 15,00 
Digital function 
generator 910077-F 10.60 18,00 
4-Megabyte printer 
buffer 910110-F 11.45 19.50 
Economy PSU 910111-F 10.60 18.00 
CD Player 910146-F 12,05 20.50 
Measurement amplifier 910144-F 8.80 15.00 
FM tuner 920005-F 13.20 22.50 
LC meter 920012-F 11.45 19.50 


Guitar tuner 920033-F 8.80 15.00 

NICAM decoder 920035-F 8.25 14.00 

12VDC to 240VAC 

inverter 920038-F 16.15 27.45 

Audio DAC 920063-F 10.00 17.00 

Dig. audio/visual system920022-F1 10.00 17.00 
920022-F2 19.40 33.00 
920022-F3 28.80 48.95 

1,2 GHz multifunction 

frequency meter 920095-F 13.80 23.45 


EPROMS / PALS / MICROCONTROLLERS 


PROJECT No. Price Price 
(£) (USS) 

Multifunction measurement 

card for PCs (1 x PAL16L8) 561 10.30 17.50 

Video mixer (1 x 2764) 5861 11.75 20.00 

Four-sensor sunshine 

recorder (1 x 27128) 5921 11.75 20.00 

uP-controlied telephone 

exchange (1 x 27128) 5941 15.30 26,00 

RDS decoder (1 x 2764) 5951 15.30 26,00 

MIDI programme changer 

{1 x 2764) 5961 15.30 26.00 

Logic analyser (IBM inter- 

face) (1 x PAL 16L8) 5971 8.25 14,00 

MIDI-to-C¥V interface 5981 15.30 26.00 

Multifunction L’'O for PCs 

(1 x PAL 16L8) 5991 8.25 14.00 

Amiga mouse’ joystick 

switch (1 x GAL 16V8) 6001 8.25 14.00 

Stepper motor board - 1 

(1 x PAL 16L8} 6011 8.25 14.00 

4-Megabyte printer buffer 

{1 x 2764) 6041 15.30 26.00 

8751 emulator 

incl. system disk (MSDOS) 6051 29.40 50.00 

FM tuner (1 x 27C256) 6061 20.00 34.00 

Connect 4 (1 x 27C64} 6081 15.30 26.00 

EMONS51 (8051 assembler 

course) (1 x 27256 +disk 1661) 6091 20.00 34.00 

Multi-purpose Z80 card: 

GAL set {2 x GAL 16V8) 6111 11.15 19.00 

Multi-purpose Z80 card: 

BIOS (1 x EPROM 27128) 6121 15.30 26.00 

1.2 GHz multifunction 

frequency meter{1 x 27C256) 6141 11.45 19.45 

Dig. audio/visual system 

(1 x 27C256) 6171 10.30 17.50 

PAL test pattern generator 

{1 x GAL 20V8-25) 6211 9.40 16.00 

8751 programmer (1 x 8751) 7061 46.40 70.50 


DISKETTES 


PROJECT No. Price Price 
(£) (USS) 
Multifunction measurement 
card (MMC} for PCs 1461 7.65 13.00 
8751 programmer 1471 7.65 13.00 
PT100 thermometer 1481 7.65 13.00 
Logic analyser: IBM software 
on disk, incl, GAL 1491 19.40 33.00 
Logic analyser: Atari software 
on disk (3.5"), incl. GAL 1501 19.40 33.00 
Plotter driver (D. Sijtsma) 1541 11.15 19.00 
\/O interface for Atari 1571 7.65 13.00 
Tek/Intel file converter 1581 7.65 13.00 
BiW video digitizer 1591 11.15 19.00 
Timecode interface 1611 7.65 13.00 
RTC for Atari ST 1621 7.65 13.00 
24-bit colour extension 
for video digitizer 1631 11.15 19.00 
PC controlled weather 
station - 3 (supersedes 
€SS1551 and ESS1561} 1641 7.65 13.00 
8051/8032 Assembler course 
{IBM version} 1661 7.65 13.00 
A-D/D-A and I/O for °C bus 1671 7.65 13.06 
8051/8032 Assembler 
course (Atari version} (3.5") 1681 7.65 13.00 
AD232 converter 1691 7.65 13.00 
GAL programmer (3 disks) 1701 11.15 19.00 
Multi-purpose 280 card W711 7.65 13.00 
EPROM emulator II 129 6.75 11.50 
Pascal library for MMC 1751 9.70 16.50 
Speech’/sound memory 1771 7.65 13.00 


PRINTED CIRCUIT BOARDS 


Printed circuit boards whose number'ls followed by a 
+ sign are only available in combination with the 
associated software (ESS), and can not be supplied 
separately. The indicated price includes the software. 


PROJECT No. Price Price 
(£) (US$) 

JULY 1992 

12VDC to 240VAC inverter 

- main board 920039-1 11.15 19.00 

- power board 920039-2 6.45 11.00 

Audio DAC - 1 920063-1 8.50 14.50 

Optocard for universal 

PG IO bus 910040 12,95 22.00 

Audio-video processor - 3 ELV project 

FM tuner - 5: 

- keyboard/display 920005-4 14.40 26.35 

- S-meter 920005-6 3.80 6.50 

RS232 quick tester 920037 5.06 8,50 

Smail projects: 

Water pump control for 

solar power system 924007 7.35 12,50 

Simple power supply 924024 5,00 8.50 

Wideband active teles- 

copic antenna 924102 3.25 5.50 

SEPTEMBER 1992 

EPROM emulator - II 910082 10.00 17.00 


Audio/video processor - 4 
23 cm FM transceiver 
Audio DAC - 2 

Kerber Klock IV 


ELV project 
PCB available from author 
920063-2 18.80 32,00 
contact Kerber Klock Ko. 


OCTOBER 1992 


Audio DAC -3 920063-3 26.45 45.00 

8051 SBC contact Suncoast Technologies 

Mains sequencer 920013 17.35 29.50 

Wideband active antenna 924101 3.25 45.50 

RDS demodulator 880209e 530 9.00 

e Limited supply 

NOVEMBER 1992 

Printer sharing unit 920011 14.70 25.00 

Sound sampler for Amiga 920074 6.75 11,50 

Difference thermometer 920078 5.30 9,00 

Low-power TTL-to- 

RS232 interface 920127 3.55 6.05 

DECEMBER 1992 

Digital audio/visual system 

(incl. EPROM ESS 6171) 920022+ 34.10 58,00 

1.2 GHz multifunction 

frequency meter 

{incl EPROM ESS 6141) 9 =920095+ 29.40 50.00 

Output amplifier for ribbon 

loudspeakers 920135-1 19.40 33.00 
920135-2 7.95 13.50 

Peak-delta NiCd charger 920147 410 7.00 

Small projects: 

Diskette side chooser 924045 Not available 

4-digit counter 924006 Not available 

Thermocouple-to DMM 

interface 924052 Not available 

40-W output amplifier 924054 Not available 

|IDC-to-box header adaptor 924049 6.45 11.00 

Mini keyboard for 280 924047 12.35 21.00 

80C552 pP system 924071 20,00 34.00 

Speeach/sound memory 924012 Not available 

60-W music amplifier 924083 Not available 

Charging temperature 

monitor 924066 Not available 

Temperature-frequency 

converter 924020 Not available 

Mains power-on delay 924055 6.45 11.00 

JANUARY 1993 

PAL test pattern generator 

(incl. GAL ESS 6211} 920128+ 15.30 26.00 

Dual video amplifier’ 

splitter 920153 Not available 

Cross-over point detector 920165 Not available 

Multi-core cable tester 

- matrix board 926079 17.05 29.00 

- slave unit 926084 6.20 10.55 

- master unit 926085 6.25 14.05 


BUYER'S GUIDE TO ELECTRONIC COMPONENTS 1993 


abe 


Over 700 product packed pages with 
hundreds of brand new products. 
On sale now, only £2.95 


Available from all branches of WH SMITH and 
Maplin shops nationwide. Hundreds of new 
products at super low prices! 


